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Framing 



The subject of Framing, taken in its broadest 
sense, includes pretty nearly the entire struc- 
tural field. By one of the most comnion uses of 
the term, whenever two members are joined or 
fastened together they are said to be framed 
together. More especially, this applies to the 
heavy or supporting members of any structure. 
Thus we speak of the steel fi'aming of a modem 
"skyscraper." Most framing, however, implies 
wood construction, as the timber framing of 
trestle bridges, heavy framing for bams or 
public buildings, and the framing for houses of 
various sorts. 

To the carpenter especially, and to all others 
interested in wood in a structui'al way, this is 
a most important subject. The framing of a 
building has been likened to the skeleton of 
the himian body; it is imiwrtant that it be put 
together properly and connected up in the right 
way. The whole stability and success of the 
edifice depend on the strength and proper 
arrangement of the supporting frame. Also, 
when the framing in its vaiious foi-ms and with 
its various allies has been mastered, the whole 
structure will be understood. 



2 FRAMING 

In examining this subject with special refer- 
ence to practical carpentry construction, 
framing may naturally be divided imder the 
following heads: 

(1) Timber framing for houaea; 

(2) Barn framing^ 

(3) teaming of factories, stores, and public buildings; 

(4) MisceUaneoUB framing, including strength of timbers 
and the principles of truss construction. 

The work, accordingly, will be taken up in 
this order. In some cases, certain subjects of 
an introductory or explanatory nature will be 
discussed, although, sti-ictly speaking, they are 
no part of "framing," and, possibly, are not 
done by the carpenter. Yet a knowledge of 
them will add to the cari^enter's equipment, and 
will help him to do his work more intelligently. 



Frame Houses 

Framing Complete from Foundation to Roof 

Taking up the subject of house framing, it 
is to be noted at the outset, that certain very 
important work must be done before anything 
like a stable, permanent structure can be 
erected. The plan must be laid out, building 
lines determined and iixed, excavations made, 
and foundations erected. 

Building Lines. After the site has been 
determined exactly — either in accordance with 
the architect's drawings or determined by the 
soil conditions, elevation, grade, etc. — it is in 
order to stake it out. This is done by placing 
stakes outside of each eoi-ner and connecting 
them with cords to guide the workmen in their 
excavating. It is very important that this be 
done with great care. Even in small buildings, 
it should be carefully attended to; while for 
large structures this work is entrusted to an 
engineer, who lays out the building lines with 
transit and level. The lines that have to be 
located are: the excavation line (which is out- 
side of all); the face line of the basement wall; 
and, for masonry construction, the ashlar line, 
which indicates the outside face of the brick or 
stone wall. 

The main rectangle of the plan is laid out 
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first; and then the supplemental rectangles — I 
as for ells, porches, bays, etc. — are laid out with 
reference to it, in thetr proper places. 

Squaring a Comer; the 6, 8, and 10 Rule. It 
is frequently required to square the excavation 
for a building with a tape line, without the use 
of other lines and stakes. The method is simple, 
L!£J $ --- -B 




Tig. 1. Saoaxliiig Work by tbe 6, S, fuid 10 Sole. 



and may be quickly done by three parties, as 

follows; Run off 24 feet; then the first party 

should take the end of the tape, and hold it at 

the 24th foot. The second party should hold 

the line with thmnb and iinger at the 16th foot, 

I and the third party in like manner at the 10th 

Ifoot. Draw till the line is tight, and it will 

ilorm a right-angled coraer true enough for 

a-oving up excavation work. The figures given 

I are absolutely correct; but, as a little is liable 

to be lost at the comers in not being able to 

hold the tape so as to make sharp bends, tliis 

may cause a trifle variation, but the results will 

be true enough for the purpose stated. The tape 
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will outline a triangle with its sides 6, 8, and 
10 feet long; hence the method is called the 6, 
S, and 10 Bule. 

Other figures may be used, provided they are 
in the same proportion — as 12, 16, and 20. The 
illustration, Fig. 1, shows the latter figures 
applied. Suppose we wish to square-cut from 
the line AB at D. Measure back on the line 
from this point 16 feet, as at E, and with the 
end of the tape drawn to 48 and stationed at E, 
the 32-foot mark will be at D, and the third 
point will be at the 20-foot mark at F; then DF 

iwill be at right angles to AB. 
Another method which is very convenient 
to use at times is as follows : Draw a line, Fig. 
^parallel to the starting line at opposite side 
or where there is to be an angle. Now, stick a 
pin in line at corner stake, and measure a given 
distance each way on the line — usually about 
as fai" as the parallel line is distance away. 
, from one of the points measured, draw a 
J to as nearly square acxoss from the corner 






Fig. 2. Mstbod of Squaring Woik. 
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as can be guessed at, and place a pin there. 
Then measure the same distance from the other 
measured point, and stick another pin. Divide 
distance between those two pins, and you are 
"squared" across from tirst comer; and the 
rest is easy. 

Concrete Poundatioiis. Except in a few 
locaHties where native stone is to be had very 
cheaply, all foundation walls are coming to be 
of concrete. Builders have found that for 
stixngth, warmth, and enduring qualities, 
foundation and basement work in this material 
is far superior to brick or to wood piles; and 
for economy and ease in handling, it has an 
advantage over stone. 

This growing popularity of cement for the 
foxmdation and basement work of frame houses 
makes it exceedingly desirable for all carpen- 
ters to become familiar with the special prob- 
lems of its use. The contracting-carpenter on 
a small job does not want to be obliged to call 
in a concrete specialist to show him how the 
foundations and cellar ^oor should be put in. 
It is not necessary. Also there are certain 
problems in connection with the jo inin g of the 
wood construetion onto the concrete that are 
worthy of attention. 

There are a number of types of concrete 
foimdation walls now accepted in general use. 
Two are illustrated in Fig, 3. They are: first, 
the entire foundation wall of cement blocks; 



CCMiNT BLOCK VC- 
NE£0 ON BLOCK 
FOUNDATION. 
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second, thft combination wall (poured concrete 
to grade, and blocks or dressed stone above). 

A wall of the firat kind is shown to the left. 
Excavation for foundation of this kind is made 
in the uaual way, deep enough to provide a foot- 
ing below frost (3 to 5 feet down). It is well 
to make the footing twice the width of the wall, 
and 10 inches thick. If the soil is fiiTU, as it 
should be, no foi-ms will be needed for this, the 
concrete being poured into the trench to harden. 

A special large-size block is good for the 
wall, 8 by 12 by 24 inches. These are laid up 
in the regular way with cement mortar. When 
Huished, the wall may be thoroughly water- 
proofed by painting the exterior face with a 
paint made of Portland cement and water. The 
inside of the wall should also be linished with a 
quarter-inch coat of neat cement. 

The second type or combinatioa wall is 
shown to the right in Fig. 3. This is very'^Md, 
espocially where the soil is firm; for, in thSN^ 
case, only the inside forms need be use*l- " 
Excavation is carefully made, stopping just 
the outside foimdation line; the bank is 1: 
lowed back in xmder, for a sloping footing be 
fixwt; and the inside forms ai-e set up. C , 
Crete, composed of 1 part cement, 21/: F 
saud, and 5 parts crushed stone or gravi 
then carefully shoveled in and tamped : 
This wall will be waterproof, dense, imper^ 
to water, if, before the Portland cement 
usetl, hydrated time in the proportion of 
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10 was thoroughly mixed through it. When 
this foundation has hardened sufficiently, the 
upper wall of blocks or dressed stone is laid up 
in the regular way. 

Fig. 3 shows also two methods of framing 
for the superstructure — one for an ordinary 
fi-ame building, standard construction, and the 
other for a frame building veneered with four- 
ineh-thick concrete blocks. These should be 
secured to the framework, either with patent 
anchors or with large spikes driven into the 
wood with the heads built into the joints. 

An economical foundation wall sometimes 
used where the building code prescribes thick 
walls, is a combination of hollow block and 
monolithic consti-uction. Its economical fea- 
tures are not confined alone to the saving of 
concrete, but include the forms also, as scarcely 
any form is necessary for the footing; and after 
that the piers are built, requiring but a few 
forms, which can be used over and over again 
without resawing or wasting lumber. Fig. 4 
shows the arrangement. Piers 6 or 8 feet apai-t 
are erected, using a grooved block. Between 
these piers the curtain walls are placed after th« 
piers become hard. 

On small work, where only two or three men 
are employed, no stop need be made if four piers 
and three sections of curtain wall forms are 
used. 

The water-table is made after the piers and 
curtain walls are self-sustaining. 



By the use of hollow blocks for piers and 
monolithic cui'tain walls, this method of con- 
stniction is surprisingly rapid and effects a 
great saving of cost, especially in localities 
where the hauling adds much to the cost of 
concrete, 

He appearance of this wall is preferable to j 




Fig. L As Ecimamical Conaete FomuUtloiL 

that of the straight plain type. Besides, when 
building codes class concrete with rubble stone 
walls in thickness, only the piers need be the 
thickness required, while the curtain wall is 
QsuaDy acceptable if six inches thick. Walls 
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Of this type have been made as light as four 
inches, and have stood every test. 

"W ith this method, a single wagon carries all 
forms and tools from one job to another; the 
cost of the forms, made of surface lumber, is 
about $18.00, while the waste of lumber on a 
complete form for a dwelling foundation wall 
30 by 40 by 7 feet high, for a 12 or 18 inch waU, 
will be $25, to say nothing of discoloring about 
$150 worth of good lumber. 

By adding about one pound of ultramarine 
blue to each barrel of cement used for curtain 
walls, a beautiful effect is obtained, as it gives 
the piers and water-table a lighter color and 
more massive appearance. 

Cement Cellar Floors. No matter what kind 
of foundation walls are used, the floor of the 
up-to-date basement or cellar is of concrete. 
The constniction is very similar to that for 
cement sidewalks. No sub-foimdation is, how- 
ever, necessary as a general thing. Level and 
pack the earth surface and lay down 5 inches 
of concrete. Float smooth, giving all sections 
a slight slope toward some common drain point. 
When the concrete has become shghtly hard- 
ened, apply a half-inch top dressing of neat 
cement, or a rich cement mortar. This dressing 
should be rounded up in the comers and made 
continuous with the side wall finish. 

To provide for cleaning water, or for any 
other moisture that may get in at any time, a 





drain hsvl'mt^ ouUide the baaemeui. wall 
ttf. |/rovided. 
iifiirtiig Dry CaDan. In localities where a 
•wj» or imndy soil exiata to the depth of six 
autre feetf ctllars are usually dry without 
fli« me of any preventative to dampness; but 
where c/nipttct st^il exists, usually about SO per 
f^fUt of all preiteDt celUmj are mure or less sub- 
ject to danj]^iu;««, as few have been water- 
proofed, ITiat concrete, like brick and stone, 
ut a eonduetor of dainpueaa is known; but that 
it is more rtadily adapted to waterproofing only 
thrjse cxi>erienced in waterproofing walls below 
the grade line have appreciated. 

Ph^'sicians have long realized that a large 
amount of sicknuis is caused by damp cellars, 
but as waterproofing does not add to the appear- 
ance while adding to the cost, it is usually 
omitted, though medical bills more than make 
up this additional cost in a few years. 

In the illustration, Fig. 5, it must be remem- 
bered that the piping shown is for drainage only, 
and no provisions are shown for sewerage 
plumbing, which will requii-e separate piping 
and should never be connected to the drainage 
sewer nearer to the building than beyond the 
last trap shown. 

A monolithie concrete wall below grade is 
the cheapest and strongest; and when water- 
proofed on the outside and on the top with the 
offset shown, with any positive waterproofing, 
it will insure dry walls. It, however, causes 
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water to remain on the outside, which is also 
injuiious to health; and notliing but propel' 
drainage will overcome this evil. 

Perhaps the best method of securing the 
necessary drainage consists in loosely placing 
crushed rock against the wall, with a four- or 
six-inch porous drain tile, joints not cemented, 
placed in the bottom of the trench. The drain 
tile must have no less than one foot fall or drop 
in twenty feet. Tlie size of the di'ain tile 
depends upon the length of wall, and four-inch 
is sufficient for buildings less than sixty feet 
long. 

In localities where clay soil or hardpan is 
found, it is necessary to place another drain sis 
feet from the building wall, which is placed in 
a trench of sufficient depth to be fi'ee fi'om frost; 
this drain is also covered with crushed stone or 
brickbats, allowing space to cover with soil of 
sufficient depth to insm-e proper nourishment 
for the lawn. There are numerous materials 
that can be used for the porous fill, crushed 
sandstone or brickbats being perhaps the best; 
but gravel or coarse cinders are acceptable. 

In no instance should any part of the drain 
nearest the wall be above the cellar floor level, 
but it may be much lower, the outside or lawn 
drain depth being governed by frost depth. 

The cellar and conductor drains should be 
made of socket sewer-pipe well cemented at the 
joints, and have a trap at every opening on 
the inside of the building, and one trap after 



all connecting drains have been entered into 
the outlet; and this trap must have a vent-pipe 
to prevent the fonnation of noxious gases. 
Some contend that the conductor pipe having 
an iron pipe from the grade to the eaves of the 
roof, makes the best vent possible; but drains 
connected with street sewers often carry gases 
from the sewers when the traps are not water- 
sealed, in which event the conductor would be 
an outlet for such gases. 

Waterproof Cellar near a Stream. It is fre- 
quently necessary to build a cement cellar close 
to a stream where water is liable to seep in 
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from the bed to the bottom of the cellar when 
the water rises during the spring freshet. 
Waterproofing for basements so located must 
be strong and well made, as it must resist 
pressure. A good method is to apply the water- 



proofing on the outside of the wall, covering 
same with cement plaster as shown in Fig. 6. 
On the bottom apply the waterproofing on the 
concrete body, and cover with the half-ineh 
cement finish (wearing coat). Care must be 
taken to cover the entire surface to make it 
absolutely water-tight. On old walls and floors, 
the waterproofing must be applied on the 
interior. 

The use of sheet piling made of wood, with 
a sheet-steel shoe for each plank, and a di-iving 
cap of sheet steel as shown, saves labor, time, 
and cost on even the smallest job requiring crib- 
bing; but on large work, sheet-steel piling 
should be used. 

When it is necessary to operate a continuous 
pmnp, the footing concrete should be mixed and 
placed dry; thus it may be placed when the 
trench is filled with water. 



HOUSE FRAUINa 

After this preliminary work has been done 
and the foundation walls erected, the real work 
of framing for the carpenter begins. There 
are in general use at the present time two dis- 
tinct t}"pes of fi'aming. known respectively as 
braced framing and baUoon framing. The first 
is the older and stronger method, and is favored, 
esi>ecially in the Eastern States, for the more 
expensive houses. The latter has come into 
much favor during the past fifty years, is 



decidedly cheaper than the other, and is entirely 
satJBfactory for most residence work. 

Balloon Framing. Since the "balloon" sys- 
tem of framing is now most in use, it will be 
chiefly considered here, with some references 
to and compai'isons with braced framing, as 
opportunity offers. It may be said in passing, 
however, that in a full braced frame all the 
pieces ai'e fastened together with mortise-and- 
tenon joints; but this is modified in actual prac- 
tice, spiked joints and comer l)races being used. 

Sill Construction. The sill is that part of 
the side walls of a house that rests horizontally 
immediately upon the foundation or under- 
pinning, to which it should be securely fastened. 

In former times it was required that sills 
should be of squared, solid timbers of good size, 
6 by 8 or at the least 6 by 6 inches. In connec- 
tion with the other economies introduced with 
baUoon framing, however, several types of box 
sills have come into use, and are thoroughly 
satisfactory if laid on a good wall foxmdation. 
They will not do on posts or piling. 

Box Sills. As is always the case where rules 
governing construction and design are yet in a 
changing and imsettled state, so-called box sills 
of vai"ious kinds have been used under houses — 
not altogether satisfactorily. In some cases the 
studs are set on top of sill or wall-plate, and 
the floor-joist spiked to the studs, so that when 
floor is laid out to studs it leaves an opening 
the height of joist and width of studding from 



underneath the building up between siding or 
sheathing and plaster, thereby allowing rats, 
mice, and cold air free access. 

Some carpenters try to remedy this by block- 
ing in between the studs, which, if well done, 
■will answer the purpose of closing the opening; 
but another objection still remains. 

The sills, joists, studs, and other rough lum- 
ber, are generally right from the saw, and, upon 
seasoning, will shrink from % to 1 inch to the 




Plam \t Corner. 

Box Sill Constractiaii. 



foot in w dth, while the shrinkage m length is 
scarcely perceptible. So the joists are on top 
of sill pxid nailed to studs, and floor laid out to 
studs, and base fitted close to the floor and 
nailed to the studs. This looks all right, and 
would be if it stayed so; b it in a few months 
the joist will shrink and ta^.e the floor dowu 
with it, leaving the base nailed to the studs, and 
a crack from Vs to % inch under the base. 



L muc£i better plan is shown in Fig. 7. Lay 
a 2 by 8 on foundation wall flatwise, and size 
the ends of floor-joist on top to receive a 2 by 6 
around the entire building, and set studs on this 
directly over joist. Then, when floor is laid, it 
will lap 2 inches on the 2 by 6 if 
2 by 4 stud is used, or 1 inch if 
2 by 5 stud is used, thereby ef- 
fectively stopping aU openings 




Fig. 8. Box Bm Constnictloii. 



for di'aughts of vemiin. But this is not all; 
when the floor-joists shi'iiik, the studs go down 
with them, thus keepiBg base, floore. doors, etc., 
in their original position relative to one another. 
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) caae posts arc twed instead of solid waH* 
it 1b then nece«6ar>' to use a sill instead of wall- 
Atc, and joist should be gained down level with 
"|of silL With a box sill or built-up sill of any 
kind for a post foundation, too 
much dependence is placed on 
the nails; and in a climate Uke 
OUTS, and especially in oak tim- 
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the nails, in the course of a few years. 

; very weak and brittle from rust, 
nother box sill that is claimed to be strong, 
"^Irarm, and "rat-proof" is shown in Fig. 8. 



First there is a wall-plate or bed-plate, say of 
2 by 8 inches, and an upright the same width 
as joist, thus allowing the studding to rest on 
the bed-plate and be spiked to the upright. 
With a sill made this way, you 
I get the full strength of the 

studding; there is less work 
cutting same; and it is easier 




Fig. 10. Box 8111 CoDStructlon. 

to lay the floor, as there is no studding to cut 
around. 

A built-up slU that has a number of good 
points is illustrated in Fig. 9. This construc- 
tion makes a very strong sill for a solid wall 
foundation, and makes the walls perfectly rat- 
proof and also draught -proof. In case of using 
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a sub-floor, the sill makes a good support foi 
the ends of the sub-floor. 

A box sill of still another type is detailed 
in Fig. 10. With it the building rests on' al 
twelve-inch bearing on the foundation wall^l 
You will notice that the top piece is not put on 
until the under rough diagonal floor is laid; 
then the shoe on top of the rough floor is put 
in place and spiked down to every joist. This i 
shoe is just the width of the studding, and makes i 
good nailing for the bottom edge of the base I 
after the plaster is on. 

Lajring Out Joist and Studding. In laying! 
out the framing for a house, there ai'e a number I 
of factors in addition to the straight construc-l 
tion that should be borne in mind aud provided | 
for. One of them we wish to take up is in regard I 
to laying out the framing of a house for the 
convenience of cutting the openings for furnace 
pipes. Many houses are heated with the warm- 
air furnace, which makes it necessary for open- . 
ings to be cut through floors and partitions trt 
accommodate the pipes. Now, when a con-"! 
tractor has a house to build that is to be heated 
with a furnace, the first thing he should do is 
to properly locate all the registers on the plans,,, 
if they have not been located by the architeel 
Some architects leave the location of the regis-^ 
ters to the furnace contractor, but a competent ' 
architect can locate the pipes and outlets for 
furnace heating to just as good advantage as 
the fnmace contractor, and in making plans the 
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architect should locate the place for registers 
and eveiything pertaining to the heating of the 
house. 

When the carpenter lays out the joists and 
partitions, he shoxdd see that the joists on the 
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Fig. II. Proper Airaagement Of Joist and Stnddlaff. 

floor above are directly over the lower ones, and 
that the studding are directly under the joists 
and in line with them, as in Pig. 11. When 
this is done, there is no trouble in cutting the 
opening for the pipes and registers. On the 
other hand, if this is not done, and the studding 
and joists are put in without any regard to 
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furnace pipes, then the contractor will find his 
troubles begin to multiply as soon as he begins 
to cut for the furnace pipes. He will find stud- 
ding that must be moved; he will find joists 
that must be moved or cut into and headers put 
in; all this will consume three or four times 
as much time as will be required to cut the 
openings where a little care is exercised in 
spacing and setting the joists and partitions. 
The time taken to set the partitions to accom- 
modate the pipes is practically nothing. 
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Fig. IZ Proper Attuigement of Joist and SUla. 



We have heard a contractor state that he 
would take a contract for a house heated with 
hot water or steam for fifty dollars less than he 
would if heated with a warm-air furnace, 
because of the immense amoimt of cutting the 
furnace work requires. The above statement is 
not well founded; a contractor with such an 
opinion surely does not properly lay out the 
framing of the house, if such has been his esperi- 
enee. If the house has been properly laid out, 
the cutting for the furnace pipes should not cost 
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over five dollars. No man should be over one 
day cutting for furnace pipes in the average 
residence, and in some cases half this time 
would be plenty. The way to cut for fiu-nace 
pipes is to have every pipe located, and to have 
one man, skilled in this kind of work, do the 
cutting; then, when he starts to cut, let him 
keep at it till the job is completed. 

It is a great loss of time for a contractor to 
take men haphazard to do this work, calling a 
man away from his usual work at various times 
to cut for the furnace man as he happens to 
want it. All the cutting should be done at one 
time, in advance of the fxirnace man, by some- 
one who understands it. Working here and 
there, and cutting for furnace pipes by piece- 
meal, docs not pay. 

If a contractor has the cutting to do for 
steam or hot-water heating, he finds that there 
is no great amount of difference between cutting 
for steam or hot-water heating and in cutting 
for the furnace, if some care is taken in setting 
joists and partitions. 

J^g. 12 shows how studding and joists should 
be laid out on sills and girders where they lap 
by one another, to keep them in line across the 
building. The studding on one sill are set the 
thickness of the studding to one side of the 
studding on the opposite sill. Then, when the 
joists are placed, they can be lapped on the 
girder in the center, and each tier of joists will 
Une up square across the building. How often 



we see joists put in lapped on a girder or parti- 
tion, and scai'cely a joist in the entire floor is 
square %vith the building. This frequently 
makes it bad in setting partitions that run paral- 
lel with the joists, and sometimes makes extra 
cutting necessary. 

It pays to be a little particular and exact 
iu laying out work. The little extra time it 
takes is a mere nothing, while its advantages 
are very gi'eat, and are apparent everywhere 
about a building laid out by a competent man 
who looks ahead a little in his work. The old 
saying, "Never cross a bridge till you come to 
it," may be handy for people to say at times, 
but be sure the bridge is there when you want 
it; it saves trouble. 

Wall Framing. Fig. 13 may be taken as a 
typical cxtei'ior wall section, sill to plate, in the 
ordinary cottage or small house. Studs 2 by 4, 
set about 16 inches on centers, are stood on the 
wall-plate, to which they ai-e toe-nailed. They 
are also securely spiked to the floor-joists. 

At the ceihng line, a ribbon or ledger board, 
usually 1 by 5, is notched into the studding 
and naUed, to support the ceiling joist. At the 
top a 2 by 4 plate is applied, which supports 
the roof rafters thi'ough the bearing known as 
the seat cut. 

For cottages, the ceiling joists frequently 
project out and meet the rafter ends, thus mak- 
ing an easily constructed box cornice. 

Sheathing. We often hear it said that to 
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\ Bheath a house horizontally makes a poor job, 
while to put the same liunber on diagonally 
makes a fii'st-class job. Now, we do not con- 
demn diagonal sheathing, for if it's well done 
it makes a good job, and in some respects is 
much better than it would have been if put on 
horizontally. 

Some put it on diagonally at each comi 
xmtil they come to an opening, and then put thi 
rest on horizontally. Some claim that makes a; 
good job, while othei-s claim it makes a very 
poor one. Now, if bracing the house is what is 
wanted, this arrangement does it, to some extent 
at least, though unless the joint is reinforced 
with a 2 by 4 — which is not often done — 
it makes a weak and bad job where the diagonal 
and horizontal work come together. 

A good way is to make both comers braced,; 
and then come together in the middle the beal 
you can. 

Ordinarily the sheathing is applied to thi 
outside of the studding; then comes the build- 

I ing paper, and then the finish siding. From 
time to time discussions occur, looking to the 

I reversal of this order, or, in other words, put- 
ting the sheathing on the inside of the stud- 
ding. Among the arguments for this is that 

k the sheathing would then furnish a sound^ 
and positive backing for the piaster walls. 
Another argiunent is that when the sheathing is 
put on the outside and then the weatherboard, 
there is some tendency for the moisture to get 
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in between the two and cause decay; so it was 
thought better to have the sheathing inside, and 
the weatherboarding simply as an outside pro- 
tection on the outside of the studding. 

Sound-Proof Walls. Every builder is at 
some time or other interested more or less in 
what might be tenned noise-proof or sound- 
proof walls and floors. It is always desirable 
to have floora and partition walls as non-pro- 
ductive and as non-conductive of sound as 
practicable; and there are several different 
kinds of composition and methods of construc- 
tion resorted to foi* this purpose. It is, however, 
a bigger task than one might think to make an 
absolutely noise-proof wall. It is said that what 
is indorsed by Prof. S. I. Fi-anz as the one noise- 
proof room is a room about 8 feet square and 
high, on the top floor of the University of 
trtrecht. Its walls ai-e about 11 inches thick. 
From the inside, these ai-e made up of successive 
layers of horse-hair felt, porous stone, dead air, 
wood partition, ground cork composition, and a 
plastered surface. The ceiling, though some- 
what simpler made, has similai" layers. The 
boards of the floor were sawed, and the joints 
filled with lead to stop vibration; a layer of 
lead was then covered over all, to the thickness 
of more than an inch; and over this, in turn, 
is used a carpet neai-ly half an inch in thick- 



This only goes to show to what lengths it is 
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necessary to go to secure absolutely sound-proof 
walls. 

A method sufficient for all practical pur- 
poses, and one that is very often used as a cheap 
way to deafen the center wall in a double house, 
so that the occupants of one side cannot hear 
the other, is shown in Fig, 14. Set a double 
i-ow of studding, as showu; they are of 2 by 4 
inch stuff, set in the usual way, but set stag- 
gered, so that the face lines will be 6 inches 
apart. Tills will leave a space of 2 inches) 
between the studs and the plastmng. Then, on 




Fig. IJ. An InexpeUBlve Sound-Proor W»ll. 



the inner edges of the studs, heavy felt paper or 
hair insidator quilt should be stretched, and 
made secui-e by nailing a lath over the stud, as 
shown in the section. Two by six-inch plate 
can be used at the top and bottom. The floors 
should be deafened, and this can be done very 
satisfactorily by putting down a rough floor of 
shiplap, and after all rough work is done, cover 
this with felt or hair cloth and lay the finished 
floor. As to back-plastering the wall to deaden 
the sound, it is not as effective as the above 
method. 

Substitute for Back Plaster. Tar paper 



may be used to very good advantage instead of 
back-plastering a house, provided it is tough 
enough. The ordinary tar paper, such as is 
used for covering the sheathing, is generally 
too soft and is very liable to puncture while 
the work is being carried on. The accompany- 
ing sketch, Fig. 15, shows two ways of doing the 
work. In the first, by using 32-inch paper and 
putting it on vertically, it will cover two spaces. 
All laps should be on solid bearing. Then strip 
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Fig. 16. Wall Sections, Showing Use of Paper BftcUnf. 

with yg-inch pieces, and put on the sheathing, 
which should also be covered with paper, and 
sided in the usual way. Or it may be done as 
shown in the second sketch in the figure. This, 
however, requires more cutting and fitting of 
the paper. The former is preferable in many" 
cases, on account of giving a wider fall at win- 
dow jambs. The object in this construction is 
to give as nearly a dead-air space as possible. 
Therefore every part should be made thor- 
oughly tight, or the object sought will be of 
no avail. 



Double, Trussed Partition. In framingi 
wide door opening and double partition for a 
large sliding dooi", the first thing to be consid- 
ered is the foundation on which to rest thai 
jambs at the sides of the door. If it is notrl 
convenient to have a partition under the door, 
the joist should be doubled, and especially so 
if the joist above the door rest or break over 
the same. If there is great weight there, the 
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rig. 16. Double Tnus»d FarUtion for Sliding Doon. 

joist should be doubled under both partition 
waUs of the sliding door. Fig. 16 shows gooi 
construction where the joists run at right angles^ 
with the door opening. The truss may be 
omitted where the joists run parallel to the 
door; but it is a good idea to put in the double 
joist at the head of the opening, as it furnishes 
an excellent bearing on which to fasten the 
track. 
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Braced Partitions. Quite recently the writer 
noted for the second time only, in a somewhat 
wide expenence of construction, a very curious 
and mistaken way of putting braces in a parti- 
tion. The carpenter had placed the head and 
sill in position, and then cut and nailed up all 
the studs in position before the braces. The 
latter were cut in between the studs, as shown 
in Fig. 17 (left sketch) ; and while they did their 
duty, perhai)s, in preventing to some extent the 
racking of the partition^ yet they were not 




Fls- 17. Bracing » Paitltloii. 

nearly so effective as if they had been fitted in 
first in one piece, and the studs cut in after, as 
shown in the right-hand sketch in Fig. 17. 

By putting the braces in first, not only is 
their full strength obtained, but the frame of 
the partition can be properly squared by meas- 
uring or testing the diagonals with a rod in the 
usual way, and adjusting if necessary — an 
almost impossible thing to do if the studs are 
all spiked into position first. Numerous small 
details of this sort mark the difference between 
the thoughtful craftsman and the bungler. 



this is not at all necessary. The concave portion 
can be made much easier and quicker by cutting 
in 2 by 3 pieces as shewn, and placing the 
sheathing boards so that the center of the boards 
will break over the joints of the 2 by 3 where it 
connects with the rafters and lookouts. Then, 
when the shingles are put on the roof, they will 
have just as nice a curve as can be made in any 
way and at much less cost. 

It takes much less time to put in these 2 by 3 
pieces than to work out the circular pieces, and 




Fig. 19. Oomlce OonstroctioiL 

then the trouble with hips is much less with 
the straight pieces than it is where hips have 
to be worked to the circular form. The straight 
pieces for the hips have to be a little longer 
than those on the common rafter, but this is 
very easily foimd in more ways than one. A 
little sketch will show it, or it can be figured 
out mathematically. 

Other good cornices are shown in Fig. 19. 
As illustrated, they are box cornices. No. 1 
and No. 3 could be used vei-y easily as open 
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cornices — now so popular foi- bungalow con- 
strucUon — by simply omitting the plaucher 
boards and moulding, the roof sheathing boards _ 
at the eaves having been matched and the raftei 
ends dressed and fashioned as desired. 

Where two roofs come together with a valley, ' 
it is often a question just how the rafter ends 
should be cut, square or plumb with the build- 
ing. If it is a cornice like No. 1, it is proper 
to cut the ends at the rafters square; but if 
it is a box cornice Iil<e No. 2, then the crown- 
mould should be set plumb. A cornice like No. 
3 will not work well where there are gables, 
because the crown-mould will not member with J 
that of the gable. 

How to Join Members of Cornice. A point ' 
that frequently gives trouble is to connect 
cornice on a frame house where a gable end is 
flush with the side of the house. This, making 
the fascia mould member with a like mould on 
the raking cornice, cannot be done, because the 
mould on the fascia of the gable is resting on a 
plmnb backing, while that on the raking cornice 
is at right angles to the pitch of the roof. Con- 
sequently, they cannot direetly member without 
making a return connecting the two, as in Fig. 
20. This can be very small, just enough to fill 
the inverted V-shaped gap, where the top edge 
of the two are on a line, or it may be got 
over by letting the gable extend a few inches 
so as purposely to make the return longer and 
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thereby destroy what otherwise may seem to 
be a blimder on the part of the workmen. 

There is another point in connection with 
a roof of this kind that we wish to call atten- 
tion to, and that is the cut on the plancher of 
the gable to member with that of the raking 
cornice. We have seen cai*penters who could 
readily frame a hip and valley roof, but when 
they came to make the above cuts, were puzzled 
to know how to apply the square. 




Kg. 20. asblfl Floali wltb Side of House. 

The trouble is in this, as in most all other 
framing problems: they did not stop to think. 
We make haste sometimes by going slow, and 
this is one of the times. 

Now, let us stop and think. To begin with, 
the plancher of the gable lies in exactly the 
same position as the jack rafter. Consequently, 



the figures that give the plumb and side cuts of 
the jack will give the cuts for the plancher, but 
are reversed; that is, the plumb cut becomes 
the edge cut, and the side cut becomes the face 
cut across the board. As for the cuts of the 
raking plancher, it lies in exactly the same posi- 
tion as the roof board just above it, consequently 
the same figures that are used for the roof 
boards will give the cuts for the plancher. 

Putting in Show Blocks. Fig. 21 is a sketch 
showing a way of putting in show blocks in a 
gable end. The way they are commonly put 




Fig. 21. Two UetbodB of Putting in Show Bloc)^. 

in is always more or less of an annoyance. In 
the sketch, both the common and approved ways 
are sho\vn. In the common way, the blocks are 
pieces of 2 by 4, cut in between the gable studs, 
which, if not extremely well nailed, will become 
loosened in nailing on the siding. In the other 
way, the blocks are in one continuous piece, 
fastened in the center to the gable stud just 
low enough to receive the siding and cornice. 




"While this plan may be old to some, it may be 
new to many. It is often some of the simple 
things that are of much importance. 

Framing for Windows 

One of the moat important parts of house 
framing is the construction connected with the 
window openings. Tliis is a comparatively 
simple matter, yet it should be done with care 
to insure against leaks. One of the best ways 




Fig. 22. Slinple Window ConstruetfoiL 

to frame to prevent leaks is to gain the jamb 
into the sub-sill, letting the end of this sill pro- 
ject same as for window sill, and only notch 
out enough of the back corners to fit nicely in 
opening for the window as shown by the sec- 
tional drawing, Pig. 22. The joints should be 
set in whitn lead, and well painted on the 
outside. 



Single-Sash Windows. How to make a win- 
dow-frame for the attic, or a single-sash frame 
for any plaoe, which will admit of hanging so 
that the sash can be opened and at the same 
time keep out the snow and rain in stormy 




Fig. 23. Fiunlng for Slngle-Suh WlndowB. 



weather, is a problem that has caused the car- 
penter more or less study for years. 

We have found no better way to accomplish 
the work than the arrangement shown in 
Pig. 23. 
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The sill is made with a lip and then rabbeted, 
as sho\vn at A. The sash is also rabbeted to 
fit the sill. The sill is plowed at B; and the 
stool rabbeted to fit into the sill. This allows 
the sash to be hiiug at the top; and when closed 
over the rabbeted sill with the lip, it prevents 
rain and snow from beatiag in under the sash-. 
If the sash is tightly closed, it is just about 
storm-proof — so nearly so that not enough rain 
or snow will get through to do any damage. 

With the ordinary window sill, it is impossi- 
ble to hang a single sash either at the top or 
on the side, on account of the bevel on the sUl; 
and then the stool is in the way. Our experience 
has been that almost any attempt to hang a 
single sash in the frame such as ordinarily 
made, results in a very unsatisfactory job. If 
the window happens to be in some place much 
exposed, it will be found to be a great annoyance 
on account of leaks. 

A frame constructed with the sill and sash 
rabbeted as shown in the sketch is as near 
storm-proof as it is possible to get and have the 
sash hung so that it can be opened readily. 

Outward- Opening Casements. Fig. 34 illus- 
trates the construction of an ordinary casement 
window opening out. The construction is quite 
simple, and is of the type commonly used in 
well-constructed frame buildings of the medium 
class. 

The wall is constructed of 2 by 4-inch studs 
placed 16 inches on centers and doubled about 
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sides, head, and sill of each window opening. 

The exterior of the wall is covered with 
matched sheathing Ijoards, laid diagonally or 
horizontally, preferably the fonner way, and 
well nailed to every stud. Over this sheathing 
is placed a heavy building paper well lapped and 
tacked, and carried under outside architraves 
of windows. Over the sheathing paper the 
shingles, clapboai'ds, or other final enclosing 
material are placed. 

The coui-se of shingles over window-caps and 
in similar places is given the required cant by 
means of a cant strip K, tacked to the sheath- 
ing boards. The shingles at jambs of windows 
butt against the outside architraves of same, 
which architraves should, for this reason, be at 
least one and one-quarter inches thick. The 
course of shingles under the window-sills are 
fitted up in a gi'oove on the under side of the 
siU. Shingles should be well nailed with two 
galvanized nails to each shingle, and any shingle 
over six inches should be split. 

At the top of the figure is a vertical section 
taken through the head of the window. The 
head of the frame is rebated, and extends from 
the outside architrave to the trim. The window- 
cap is flashed with tin as shown, extending up 
under shingles about 6 inches. Copper is 
usually used for this flashing in the better class 
of cottages. 

The trim is worked out of %-inch material, 
is blocked at the back (B), and has a %-inch 




Fig. 21. Framing for Outward-Opening 



ness of the plaster. Frequently a small mould 
is proWded iu the angle formed by the inter- 



section of the back-band with the plaster; and 
in such cases the feathered edge is omitted, as 
the small wall mould is pliable enough to fit 
the uneven surface of the plaster. Grounds (Q-) 
are set about all openings to give a nailing for 
the trim. The plastering between the grounds 
and the window-frame should never be omitted, j 
as it makes the window wind-proof. ^ 

In the central part of the figure is a hori- 
zontal section taken through the jamb of the 
window, and shows it rebated the same as the 
head. The inside stoj) bead is hollowed at H 
to form a channel dawn which any water that 
may beat in between sash and jamb will pass. 
The water passes out through a similar channel 
in the sill. The stop beads should be secured 
in place by means of round-head brass screws 
and countersunk brass sockets, which will per- 
' mit of adjusting the stop beads one way or the 
other by loosening the screw a little. These 
screws should, of course, be set equidistant. 

Below is a vertical section taken through 
the sill of the window, which shows it rebated 
for sash and plowed for stool. Stool is 
moulded and should have returned ends. Bed- 
mould and apron should also have returned 
ends. Sash is grooved on the under side for a 
drip. Glass should be bedded in putty, sprigged, 
and back-puttied. Where plate glass is used, 
wood beads should be used to hold the glass in 
position, and putty should be used as a bed for 
the glass. 
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Where it is desired to have sashes light in 
appearance — that is, using as little wood as 
jjossible — the stiles and rails are worked in 
cherry or other hardwood. 

L is a section showing the construction of 
the meeting stiles of casements opening in two 
leaves. The joint is rebat«d one-half inch, and 
edges are beaded as shown. 

A somewhat better form of construction is 
shown at M, which shows the sashes rebated and 
beaded as above desci-ibed, but with an addi- 
tional groove at X which sen'es as a conductor 
for any water that may beat in at the joint, dis- 
charging it on the sill outside of the sash. 

K is a section showing the construction of 
a transom bar. A water nose is foi-med on the 
projecting part of bar by cutting a hollow, as 
at W. 

Another outward-opening casement window 
is illustrated in detail in Pig. 25, showing one 
of the best methods of making the frame and 
sashes, and incidentally showing how the out- 
side architrave may be omitted, which featiu-e 
is frequently considered desirable from the 
standpoint of appearance. 

The frame wall is constructed in the usual 
manner of 2 by 4-inch studs, placed 16 inches 
on centers, and doubled for jambs, heads, and 
sills of openings. The studs are covered on the 
outside with matched sheathing boards, heavy 
building paper, and shingles. The inside of the 
wall is wood-lathed and plastered. Plaster, 



except the white finifih, should be carried Sen 
all wood base, wainscot, trim, dressers, etc. 
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The frame is made from 2-iiich stock, rebatei 
and moulded as shown, and projects beyond thd 
outside surface of the sheathing boards not let 
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than one and three-eighths inches, so that the 
shingles or other exterior wall covering may 
butt against it. This manner of allowing the 
frame to project to take the shingles, does away 
with the necessity for an outside architrave. 
This is considered a desirable feature when it 
is important that as Uttle wood as possible shall 
show about the window. The head of the win- 
dow is made water-tight by flashing with tin or 
copper in the manner shown. The flashing is 
carried up behind shingles at least 4 inches, and 
down over top of fi-ame, so that the metal pro- 
jects sufficiently to form a drip, which prevents 
water from trickling down under head of frame. 
In the better class of work the joints of the 
shingles with the jambs are also flashed in the 
manner sho%vn. 

After the frame is set, the spaces about the 
frame should be made weather-proof by calking 
vdth oakum and plastering over, or by filling up 
the interstices with plastering mortar. 

The sashes are rebated, and are fitted with 
wood beads for holding the glass in place, in- 
stead of using putty. The glass, however, is 
bedded in putty before the wood beads are af- 
fixed. A drip moulding is let into the lower raU 
of sash to catch any water drippings and pre- 
vent them from beating in imder the sash. 

Jambs of frame have a groove cut in the re- 
bate as shown at A. Tliis groove catches any 
water which may beat in between sash and jamb, 
and conveys it downward, as indicated by the 
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dotted lines, and discharges it on the sill as in- 
dicated by the aiTow. 

At the top of the figure is a vertical section 
taken through the head of the window. The 
cant strip shown is required over the head to 
give the first course of shingles the proper tilt. 
The trim is of 1% by 5-inch moulded and hol- 
low-backed material, mitered at angles, put to- 
gether with slip tongues, and glued. A small 
wall mould follows about all trim. 

The middle part of the figure to the left is a 
horizontal section taken through the jamb of the 
window, and shows the trim and inside stop bead 
finishing on a moulded stool. 

Below is a vertical section taken through the 
sill, which shows the joint of stool with sill put 
together with a slip tongue and glued. The sill 
has an undercut into which the shingles are 
fitted. 

B is a horizontal section through the meeting 
stiles of casements in two leaves. This makes 
a tight joint, but requires that both leaves be 
opened and closed together. The crescent- 
shaped space between the two stiles is required 
for the play of the sashes when thrown forward, 
owing to the hinges turning on a center outside 
the sashes. 

C is a vertical section taken through the 
transom bar. The projecting portion is pitched 
to throw off water, and the imder side is grooved 
to form a drip. The upper or transom sash is 
stationary, and joints are put together with 
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■white lead. The inside of the transom bar is 
moulded to correspond and miter with a portion 
of the trim. 

Inward- Opening Casements. Fig. 26 shows 
the construction of in wai'd -opening casements 
in frame walls. The construction is very good 
for the reason that all precautious are taken to 
make the window proof against rain and wind. 

The sash and frame are rebated at the jambs 
and siU, and a small mould is tougued into the 
jambs and head outside of the sash in the man- 
ner shown. Tliis mould is undercut so as to 
form a channel to catch any water which may 
heat in at the edges of the sash. This water 
discharges on the sill. 

The bottom rail of the sash has a moulded 
drip let into it, so as to shed any water which 
may trickle down the outside surface of the 
sash. The under side of the bottom rail of the 
sash has an undercut; and directly under it, in 
the sill, a channel is cut. This channel catches 
any water which may beat in between the sash 
and the sUl during driving rainstorms, and is 
discharged on the sill through perforations in 
the raised lip of the sill, as at X. These perfora- 
tions consist of holes bored and reamed smooth. 
Three are usually provided for a window of ordi- 
nary width. 

The frame and sash are constructed and set 
so as to form a reveal on the inside of the win- 
dow; and when this is requu-ed, care should be 
exercised to allow ample space for window 




shades between the inside surface of the sash, 
when open, and the jamb l inin g. To secure this 




Fig 26 Ftuning for IniniTd-OpBiilng Ouements. 

space, it IS nsuall.\ necessary to thicken the jamb 
I of the frame and provide the filling piece A. 



Shades for inward-opemng casements are 
usually placed on the sashes, and the filling piece 
should be of a slightly greater width than the 
thickness of the shade when rolled up. The 
shade can, of course, be placed on the jamb of 
the window above the sashes; but this necessi- 
tates rolling the shade up entii-ely whenever the 
windows are to be opened. 

Storm sash, blinds, or insect screens may 
be hung on the outside casing of the \vindow; 
but, if required, the sill should be rebated for 
them. The outside casing is moulded, and 
mitered at angles, and at the head is flashed 
with tin, copper, or other suitable sheet metal 
carried up about six inches behind the shingles. 
The sill is grooved on the imder side for the 
shingles, and on the inner edge for the inside 
stool. 

The wall is constructed in the usual man- 
ner of studs, sheathed, papered, and shingled on 
the exterior, and lathed and plastered on the 
interior. Grounds (G) arc set wherever neces- 
sary for a nailing for the trim, base, wainscot, 
and other interior finishing woodwork. 

The trim is moulded and hollow-backed, and 
at the angles is put together with slip tongues 
or dowels, and mitered. A moulded back-band 
follows about same. It has an architrave head, 
and the fascia is plain and blocked at the top 
for the crown-moulding. This moulding may 
be cut out of one and one-eighth inch stock, or 
built up of several members. Crown-mouldings, 



except where they abut the ceiliBg, should be 
capped on top; otherwise they form a lodging 
place for dust and dirt. 

The trim finishes on a stool with moulded 
edge. This stool, with its bed-moulds, corre- 
sponds to the cap of the wainscot, which is 
shown skirting the room. Walla behind wain- 
scots, base, trim, and other interior finishing 
woodwork, should be plastered to the floor, but 
the white coat may be omitted. The jamb and 
head linings are tongued into the frame. 

A simple inward-opening casement is illus- 
trated in Figs. 27 and 28, adapted to the several 
types of wall construction, masomy, brick 
veneer, and stud frame. 

Many architects think it necessary to rebate 
their casement sash. One carpenter who has 
employed this type of casement with all success 
for twelve yeai"s, has found in practice that 
rebating the sash simply weakens it and adds 
practically nothing to its tightness against 
weather. Rebated sash ai'e objectionable be- 
cause of the difficulty of fitting them accurately 
and the difficulty of refitting old sash wliich 
have, for any reason, ceased to fit properly 
through shrinkage, swelling, settlement, sag, or 
alight distortion of the sash. 

Casement sash should be strongly made. 
For good work, sash should be 1% inches thick, 
and the sides and top 3 inches wide exclusive 
of glass rebate; the bottom members should be 
1 inch wider, and all made of clear white pine 
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stock thoroughly tongued and pinned together. 
There is little danger that sash so made will 
ever sag. Large-sized butts should be used, 
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CASEJnCNT "WIMDOW DETAILS 

Fig. 27. Framing for Inward-Opening Oasamenta. 

preferably 4 by 4, galvanized, with brass pins 
to insure their always working easily. 

Except in the South and in Cahfomia, case- 
ment windows should be equipped with weather 
gtrips. If it can be afforded, some good form 



of metal weather strip should be used. Both 
interlocking and friction strips are sufficiently 
tight. 

For the general run of residence work, how- 
ever the ordinary cheap wood and felt strip 
answers the purpose very well, making case- 
ments tighter than double-hung sash. Wooden 
strips are not only cheap and easy of applica- 
tion; but they never cause the sash to stick, as 
is often the case with metal strips if they are 
sufficiently weather-tight. When the felts are 
worn out, it costs little to put in new strips. 
For the better class of buildings, casement 
frames should be rebated out of solid 1%-inch 
stock. 

Wbere each muUion assists in supporting the 
weight of the floor or wall above — in other 
words, where this weight is not entirely carried 
to the sides of a group of casement windows by 
means of a heavy lintel — at least one 2 by 4 stud 
should be inserted between the frames of each 
muUion. First-story casement windows, unless 
otherwise protected, should be provided ^vith 
projecting hoods in order that they may be left 
slightly open for ventilation in warm, rainy 
weather. The same is true of second-story case- 
ments In gables or elsewhere where not pro- 
tected by the eaves. 

The best method of fitting screens and storm 
sash to casements is to hinge them at the top, 
fitting them with a small bolt or catch to bold 
them in position at the bottom so that they will 
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not be blown in by the wind. Thus fitted, they 
can be readily opened to give access to the hook 
or adjuster by which the sash is held open, with- 
out interfering with curtains or shades. 




CASEMCftr WIMDOW Dei*JU5 

MCAD5.JAJ^5 C 5ILLS 1%' STOCK 
SA5H l-K" TMtCK 3*' WIDt O/EE ALL 
BOTTO/A [2AIL5 44" 

SCBECnS. %' STDCK MU/^Q AT TOP IPi 
S'AALL L005t PlH BIJASS BUTT5 
Tig. 28. Framing for Inwazd-Openiog Oasements. 

The accompanying details all show sufficient 
space in the jamb-lining next to the screen for 
window-shade fittings, which are much neater 
so applied than on the face of the casing. They 
show the application of one of the new foims 
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of casement adjuster which operates the sash 
through a locking plate secured to the aprou, 
doing away with the necessity of opening the 
screens in order to open, close, or adjust the 
sash. Several devices which accomplish tliis 
have recently been placed on the market, and, 
although more expensive than the old-fashioned 
adjusters, they are well worth the extra cost, 
as to open the screen in order to operate the 
sash is always more or less of a nuisance. In 
fact, the bother of doing this has been one of 
the chief reasons why the building puhlic in the 
United States has both loath to adopt casement 
windows, in most parts of the United States 
insect screens being a necessity. In England, 
where screens are seldom used and little needed, 
casements are the universal window. 

With the removal of the difficulty involved 
in the use of screens, it is not improhable that 
casements will eventually replace largely the 
old-fashioned double-hung sash for residence 
work, as most people appreciate their beauty 
as well as theii- great superiority as ventilators, 
particularly during warm weather. 

Transom Window- Frame. Fig. 29 shows a 
detail of a transom window-frame, allowing for 
a three-inch bar with hinged transom light. 
This has the appearance of a moulded transom 
bar. The sash being hung the same as in the 
ordinary window, it allows it to be lowered at 
will, leaving no open joints for the wind and 
rain to get in when closed. It is well-nigh 
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impossible to construct a transom when hung 
with butts, and have it weathoi-proof. In such 
cases, the most satisfactory way is to hang the 
sash at the bottom similar to that shown at the 
right in Fig. 29. This makes a fairly tight job 
and is simple in construction. 




Fig. 29. Framing for TranBom Wlndowa, 

A Triple Window. A triple window, with 
two side sash casements, while the center aash 
is stationary, presents an interesting problem 
in window framing. 

Fig. 30 shows detailed sections through the 
sills of both the center and side windows. Both 
the outside sill and the inpide stool continue 
through in line, and should be in one piece; 
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^uid the casements have an additional sill, as 
shown, which raises the sash sufficiently to clear 
the stool. The writer has used this method 
many times in actual practice, and same has 
always given satisfaction. 

Framing for Octagon Bay. Another point 
in the construction of windows is in bay win- 
dows of the octagon pattern. Many bay win- 




Oonier, Octagon Bay. 



dows are made so that the casings join in the 
angle. When casings join in this manner, it 
is necessary to know just how to set the stud- 
ding, and just the exact width of outside casing 
necessary to use to make room for the weights, 
and have it finish up right on the inside. 

Referring to Fig. 31, it will be seen that it 
iquires an outside casing at least 7 inches wide 
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to get the frame in; and then the studding must 
be set directly in the center of the angle. Wher- 
ever the frames join aa in this case, it is best 
to set a 2 by 4 stud in the angle as shown. It 
prevents the frames from drawing apart in the 
miter. The sketch shows that 7 inches is the 
least width of casing that will do; and this 
would leave the inside casing to finish up only 
about 3I/2 inches in width. The outside casings 
should be 8 inches wide; then the inside casing 
would finish up about 4iA inches, which is a 
better width to make the finish. 

It is much better to leave a space of six to 
eight inches or more between the windows when 
this can be done, and put on siding with mitered 
coraei-s. It makes a nicer looking job, and is 
easier to finish on the inside, when each frame 
is independent of the other. Care should be 
taken in setting frames for a bay window, to 
get them evenly divided and all set to the same 
height exactly, so that in spacing up the siding 
there will be no difficulty in coming out right. 

A Simple Window Ventilator. Among the 
several theories as to the proper method of 
ventilating rooms where numbei-s of persons 
may be congi-egated at one time, there is one 
detail upon which the advocates of the several 
systems are agreed — namely, that the supply of 
fresh air should be admitted above the heads of 
the occupants of the room. This appUes equally 
to warm-air or cold-air inlets, the reason being 
that the fresh air rapidly mixes with the air in 
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he room v\ithout causing a draught to strike 
the occupants. 

There are many houses, schools, and other 
premises where regular systems of ventilation 
win never be installed, but yet which should be 
supplied with some means of changing the air 
in their rooms. In the conrse of his professional 
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. Tig. 82. Airangement for Window VentUatliis. 



duties, the writei" has been able to meet the 
needs of many nu-al and small town schools for 
some cheap and easy means of ventilation, by a 
simple device which is illustrated in Fig. 32. 

It has, of coui-se, nothing new in the idea, 
for most writers on ventilation have suggested 
that a strip of wood could be employed at the 
bottom of the window-sash, so as to admit air 
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at the meeting rails. The writer has found it 
best, however, to hinge the strip to the stop or 
to the window-board, and also to rabbet it as 
shown. 

When hung in this way, it is always ready 
at hand, and cannot be taken out and lost. The 
rabbets are useful in preventing any draught 
from blowing in upon persons sitting near the 
w^indows. The cold air passes in an upward 
direction between the meeting rails of the upper 
and lower sash, and, mixing with the warm air 
of the upper part of the room, comes down to 
the occupants without making any perceptible 
draught. 

Of course, some outlet for the foul air should 
be provided ; and for this there is nothing better 
than an open fireplace with a fire burning in it. 
Wliere this is not available, an opening should 
be made into some flue or duct provided for 
the ]jurpose. 

The merits of the device are: First, its 
cheapness; second, its simplicity; and third, it 
is always in sight, and therefore its operation 
cannot lie tampered with by ignorant persons. 

Window Framing for '*Open-Alr" Room. 
How an apartment may be constructed and 
arranged to give the fresh-air advantages but 
none of the hardships of the ordinary outdoor 
sleeping place, is an interesting problem. For 
most of us — working more or less out of doors — 
the day-time supply of fresh air is all that it 
ought to he. It is with the air we breathe at 
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night that there is often room for improvement. 
This point has been most emphatically pre- 
sented during the past three or four years by 
various eminent physicians, and by societies for 
the prevention and eiu'c of tuberculosis. It has 
been proved conclusively that the germs cannot 
develop or live in the presence of fresh, out-of- 




riE- 33. plan, Seconil Floor— " Opea-Alr" and Adjofnlng Booms. 

door air; but they do thrive, multiply, and 
flourish indoors, in unventilated rooms. Stuffy 
sleeping rooms are theii" especial romping place. 
Fig. 33 shows the plan of a well-designed 
"open-air" sleeping room. It is on the second 
floor, open thi-ee sides to the weather. The 
openings, however, are fi.tted with sash glazed 




with tinted ondoyant glass to close when the 
weather is extremely windy or stonuy. Nest 
to the sleeping room, is a dressing i-oom and 
bathroom, both of which are kept comfortably 
warm; but the sleeping room has no artificial 
heat. A person can sleep comfortably in a tent 
BELOW 5ILht ABOVE SILL 




Tig. 34. Dstall Window Jambs for "Open-Air" Soom. 



out on the lawn in winter, but a wai-m dressing 
room is not only a great comfort but a necessity. 
All the windows have cui-tains made out of 
cotton duck, which may be drawn down and 
buttoned to stud buttons screwed into the 
casing. In summer the windows are all left 
open, the only protection being the outside wire 
fly-screens. On windy nights some of the can- 
vas curtains are lowered and fastened to prevent 
the wind from blowing in too sti-ongly. 
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With rooms below on the first floor, 
care has to be takcu to guard agaiust injury 
from sudden storms. The windows and floor 
of the sleeping room are very carefully made 
for this reason; in 
fact, you could play 
a hose on the floor 
of this room with- 
out in any way in- 
juring the room be- 
low. 

The detail draw- 
ings, Figs. 34 and 
35, show how the 
windows are con- 
structed to be per- 
fectly storm - proof 
and water - tight. 
The jambs extend 
down, BO that the 
sash may be low- 
ered into iiockets 
below the floor. 
These pockets are 
lined with galvan- 
ized iron, made 
water-tight, and 
connected with a gutter outlet. All sash are 
balanced with heavy coil steel sash springs, so 
that the sash may be easily raised or lowered. 
When down, the opening is covered with 
hinged cap. 
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In making the floor for such a room, great 
care must be taken to have it water-tight. In 
the first place, a matched pine floor should be 
nailed to the joists in the usual way. This 
should then be mopped aver with tar, and cov- 
ered with a layer of tarred felt carefully tacked 
down along the edges of each sheet. This layer 
is then mopped over with fresh hot tai', and 
another layer of tarred felt laid to break the 
joints, and tacked at the edges. In all this 
work, provision should be made for a good joint 
around the outside edge by carrying the tarred 
felt over the edge of the galvanized-iron lining 
in the window pockets. On top of this founda- 
tion, a solid tongued-and-grooved white oak 
floor is laid in narrow strips, the groove of each 
strip filled with white lead before driving it up. 

DooT Framing 
Setting Door Jambs. In building construc- 
tion, one thing that deserves more attention 
than it usually gets is setting door jambs, and 
the fitting and hanging of doora. You have 
often noticed that doors do not shut securely 
as they should; that is, they stand in or out 
at the top or bottom of the door frame, as if the 
door was in a wind, or in a twist. Of course, 
carpeutei's have a bandy way of getting out 
of this trouble by saying the door is in a twist, 
and that they cannot help it. Sometimes this 
may be the case; but more often the trouble 
is in setting the door jambs. 



J 



To begin with, good, straight studding 
should be selected to set next to the door jambs; 
but how often we find that the poorest studding 
brought to the job is used in the partitions next i 
to the door. This is owing to the fact that the 
partitions are the last place where studding is 
used; and by the time the partitions iu the house 
are to be set, all the good studding has been 
picked out and used, and nothing is left but the 
crooked studs. 

Scarcely anyone cares to use crooked stud- 
iug; so he always picks out the straight studs, 
until at last nothing but tlie crooked ones 
remain. This may be used without harm in 
many places about the building — for example, 
for short raftei-s, headers, over and under win- 
dows, and for lookouts in the cornice. The con- 
tractor should see that they are used in these 
places, and enough good, straight studding 
reserved to use around the door openings next 
to the door jambs. 

The trouble with doors being in a twist more 
often comes from the door jambs being set out 
of pliunb. If crooked studs are used, it is difli- 
cult to plumh them up secm-ely, and two-thirds 
of the carpenters will get the studding more or 
loss in a twist, or, as it is commonly called, in 
a wind. When the man who sets the jambs 
comes along, he will nearly always set his jambs 
to conform to the plastering; otherwise the 
jamb would stick out too far on one side of the 
door, and not fai- enough on the other. It is 
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the edge of the jamb that is mostly neglected 
and gives the most trouble. Many workmen 
set the jambs with the wall, regardless of 
whether they are plumb or not. 

In Fig. 36, at E, is shown a jamb set with 
the edge of one jamb out of plimib. Now, this 
is just what is done about 
six times out of seven, 
where the doors seem to 
be in wind. If the jambs 
were set as shown in the 
sketch, the door would not 
close well at the top, but 
would stand as shown at 
T. The dotted line shows 
how much this line is out 
of plumb. In case it is 
foxmd impossible to get 
the jambs exactly plmnb, 
do not set the jamb plumb 
on one side of the door, 
and the other side out of 
plumb, as shown in the 
sketch. Be sui'e that you 
have both jambs alike. 
If one is out of plumb a 
trifle, be sure the other 
one is out the same 
amount and in the same direction. Then your 
door will not come in wind, and if the amount 
is small no one will ever notice it. 

Door jambs properly set facilitate hanging 
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doors, and a man can fit and hang more doors 
in a day to jambs that are set right. Most doors 
run one-eighth of an inch wider than the listed 
size; thus a door listed 2 feet 6 inches wide will 
in most instances measui-e 2 feet GYs inches; 
and it is safe, therefore, to make the jambs one- 
eighth of an inch wider than the width of the 
door. It makes a difference in the time of fitting 
the door when there is considerable to plane 
off, or if the door is so much wider that it has 
to be ripped. 

Framing for Exterior Door. Fig. 37 shows 
the construction of an exterior door and fi-anie 
in a frame house. The studs ai-e doubled about 
the opening; and gi'ounds (O) are set on same 
for the trim and the door jamb and head. The 
jamb is of seven-eightha-inch stuff with a 
moulded stop planted on. Another way of con- 
structing the jamb is to get it out of one-and- 
one-eighth-inch stuff and rebate it for the door, 
thus doing away with the applied stop. 

The door is veneered on both sides one- 
eighth inch thick, and on edges five-eighths inch 
thick, on a core of white pine strips glued 
together with the grains reversed. The core is 
frequently tongued and gi'ooved together. 
Thicker edge veneer is requh-ed so as to permit 
of planing down the edges without exposing the 
core. In the better class of work, the face and 
edge veneers are mitered at the angles so as to 
conceal the end grain of the face veneer. 

Panels should be set loose so that expansion 




Fig. 37. Fiwnlng for Bitenor Door. 
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rconftaction will not split them. The mould- 
ings are nailed to the stiles and rails and a pine 
fillet is set in between them. 

The trim is worked out of seven-eighths-inch 
material, and has a moulded back-band. The 
little tongue left on back edge of back-band may 
be planed to fit the uneveuness of the plaster. 

Hanging Sliding Parlor Doors. There are 
now many patented hangei-s for sliding doors 
on the market, each possessing more or less 
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merit. Full directions are furnished with each 
set. Any average workman should be able to 
put up the work. The main thing is to see that 
the partition rests on substantial bearings to 
prevent settlement, as this will necessarily 
throw the track out of level and affect the free 
working of the doors. Be sure to set the stud- 
ding plmnb and properly spaced for the pocket. 
Never set the studding flatwise with the door. 
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Never allow a hot-air pipe to run up beside 
sliding door, when it is possible to place it in 
some other partition. Always double the stud- 
ding at the jambs; and be sure to make proper 
calculations for the opening so that when the 
finished work Is in place, the full face of the 
door will show when closed. Be sure to have 
the woodwork over the opening perfectly rigid. 
Two well-seasoned joists spiked together anr 
set up edgewise, make a good tmss or linti 
and an excellent surface on which to secure thi 
track. The short studs may rest on this lintel, 
and may be retrussed by cutting in cross-braces, 
or tiTiss-shaped braces may be put in above the 
hanger. In this, the workmen should take into 
consideration the load that is to be carriei 
above, and build accordingly. 

In good work, the pockets should be lim 
with tongued-and-grooved boards, which may' 
be done with thin stuff; but whether this is 
done or not, be sure to have the pocket openings 
cut off at the back end so that there will be no 
connection with other openings in adjoining 
partitions and outer walls. This should be done 
for several reasons — fii-st, to heat the house, 
because these ope nin gs will create a draught; 
then again, if a fire gets stalled in a partition, 
these openings furnish an excellent draught to 
fan the flames. 

Another point we might call attention to is 
the unsightly notching-out of the stops to allow 
the raised escutcheon to pass into the pockel " 



gid. ^: 

itelj^H 

th^H 

iteI.^H 

cea, ^^1 

the 

uto 

ried^^_ 

nay^^ 



ow u 



PRAinXQ 73 

This can be avoided by rurming a stop around 
both sides of the door, and membering with the 
astragal as shown in Fig. 38. The stops on the 
jambs are set as shown. Thus, it will be seen 
that the escutcheon is cleared; and that, when 
the door is shoved back, the astragal will cover 
the pocket opening, and to all appearance is 
simply a mould made fast to the jambs. The 




Tig. 39. SUdijiK Doors— Coiutrnctlon at H«ad. 

head jambs should be set to allow only for the 
free working of the hanger, as shown in Fig. 39. 

Value of Sut-Floors 

As far as warmth is concerned, there may 
not be any necessity for the double floor for 
houses in warm countries. There are other rea- 
sons for double floors besides the heat and cold 
question. The rough floor is a great con- 
venience to work on during the construction of 
the building; and in case of a brick, stone, or 
hollow block building, the rough floor is almost 
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indispensable. Even if one did do without it; 
tliere would be the labor of covering the greater 
pai't of the floor space with a temporary floor to 
work on during the construction of the building. 
Then, again, the finish floor cannot be laid, 
in advance, so that it can be used to work on; 
for if so, it would be spoiled, and unfit to bai 
seen when the building was completed. 

If hardwood floors are wanted, such as 
maple, birch, or oak, the best job can be obtained 
with the % thickness laid over a % sub-floor; 
the % flooring is not thick enough for a single 
floor. Rough floors ought to be laid diagonal, 
and the finish floor laid across them. The finish 
floor should never be laid in a building till the 
plastering is all done and thorouglily dry, in 
fact, if a nice floor is wanted, it should be the 
very last pai't of finishing the building. All the 
base-boards, casings, and door hanging — in fact, 
everything should be done before the finish floor 
is put down. Carpets are not used as much 
now as formerly, and nice floors are much; 
I desired; and these are not possible without the 
fii-st rough floor to take the wear and tear of 
the building construction. 

If anything like a good building is desired, 
1 it is false economy to dispense with the rough 
I floor, no matter what the climate may be; hot 
I or cold, the rough floor has merits that make 
[ it worth while to put in. It also adds largely 
I to the strength of a building, both in the floor 
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and to withstand wind pressiu-e when it is a 
second-story rough floor. 

How to Build a Screened Porch 

Details for the enclosure of porches are given 
in Fig. 40. The question is sometimes asked 
whether it is best to use a screen made wide 
enough to cover the height of the porch in one 
piece, or to have the screens in sections. 

The widest screen that is carried on the 
market is 48 inches; but so wide a screen could 
not be recommended, as it should be supported 




rig. 40. Oonfltinction and SeBlgn of a Screened PoicIl 

with cross-pieces, anjnvay. We recommend 
using frames about the size or width required 
for an ordinary window. Regular stops should 



be put on with roixnd-headed screws. TheJ 
frames can be easily removed in the winter-time;: 
and solid panels made of ceiling can be set inl 
their place, if desired. A few panes of glass setl 
in these panels will give sufficient light, and 
thus make a very efficient storm-door enclosure. 
The accompanying sketch shows about as good 
a way as any for the construction of a porch 
of this kind. 

Constructing a Circular Porch 

Fig. 41 shows a method largely used for 
number of years, which is probably as good 
any other. The central part of the illustratioffi 
shows the framework of the floor-joists, with a 
portion of the flooring in position. 

There should be supports at C, B, and D. 
From C to D is one-quarter of a cii-cle ; and this 
is divided in the center, as at B; then the 
straight lines C-B and B-D are equal to the sides 
of an octagon with a circumscribed radius of 
seven feet and eight inches, which is the wid 
of the framework of the porch; and the lengthl 
of the sides may be found by the method shown 
in Fig. 42. By placing the square on a board 
from wliich the segment is to be cut, with the 
figures that give the octagon cuts, and laying 
off the radius in line with the blade, as shown, 
describe the arc, and it is veady to cut. The 
figui-es shown on the square will give all the] 
cuts required in the framework about the oct; 
gon, as the blade will give all the cuts at 
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C Circular Soffit. D 

Fig. 41. Fiunlng for Circular Forcb. 



78 



FKAMING 



Pig. 41, also at the other end of the side pieces 
at C and D. The tongue will give the cut at 
e and e. The other cuts are the square or on 
the 45-degree angle. Thus it will be seen that 
all the pieces can be successfully framed with- 




Tig. 42. Bow to Lay Ont drcnlu FoKb Woik. 



out first building a part of the framework and 
scribing the other pieces to it, as is the general 
custom. 

There should be foiir of the segment pieces 



got out, setting one flush with the top edge, 
and one at the lower edge of the joists. The 
upper ones should be of one and three-fourth 
inch stuff, same as the joists, while seven- 
eighths will be sufficient for the lower member. 
Set blocks between these segments, nailing 
them well to the joists; also set a few blocks 
flush with the face of the segments, which makes 
an excellent form to secure the base. 

The ceiling joists are usually put on the 
narrow way of the porch with an angle piece 
same as at A-B, on which to foi-m the miter joint 
of the ceiling. 

To form the soffit, use seven-eighths by six 
or eight inch sized boai-ds, and spring them to 
their proper place just the same as building a 
circular girder. The first board should be 
sprung to a form, and the nest board well nailed 
to this one, and so on, till the soffit is the 
required thickness or strength. It is not always 
necessary to build to the full width desired, as 
it can easily be furred out to the required width. 
The soffit should be continuous — that is, for the 
straight part, as well as for the circle. Long 
boards should be used so as to lap well aroimd 
the circular part, being careful not to break 
joints on the circular part or at or D. 

A soffit, if properly built in this way, will 
not necessarily need a column set at B, as it will 
be self-supporting. If straight columns are 
used, the outer face of the framework should be 
flush with the framework below ; but if tapered 
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or colonial columns are to be used, then 
center of the soffit should rest over the center of 
the coliunn, as showu iu Fig. -il. 

In case a deep frieze is wanted, it may be 
had by building on top of the soffit girder with 




Fig. 43. Floor Oonstrnctlon — Circulu Poich. 



blocks, and putting a formed plate on these. 
For all circular mouldings, it is better to have 
them solid, and they will then always stay in 
place, as there will be no kerf joints to open up 
after the work is completed. 

Another circular porch is shown in Figs. 
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and 44. It looks better than the raitered seam, 
is perhaps as good, and is cheaper. 

At A, Fig. 43, is a 4 by 6-inch timber, which 
gives a good bearing for the ends of the flooring 
boards. B shows the method of finishing the 




Tig. a. Ceiling and Koot Framing— Olicniar Porch. 



floor where steps come on the circle. 

Opening C, in Fig. 44, shows how the heels 
of the ceiling joists are put in to give support 
for the heels of the rafters. 

P in Fig. 44 shows the method used for put- 



ting a ceiling plancher on a quarter-circle porch. 
D shows cripples fitted in between the joists to 
which the ends of the ceUing boards are nailed. 
Put the plancher on, and saw to the circle after- 
wards as shown at Q. 

The ends of the ceiling boards are pared 
with a gouge to match the boards running the 
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bther way. E shows a neat way to make a 
ceiling. 

A good miter joint for a porch plate is shown 
in Fig. 45. It is especially good for the miter in 
a solid porch plate, or other places where it is 
desired that the mitered sides shall show and 
where the edge cut is not exposed. The timbers 
are often crooked, and this joint will allow for ' 
considerable variation from the square. 
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Framing for a Fireplace 
In Fig. 46, two flues are shown, one to extend 
to the basement floor, and they are for use of 
stoves in adjoining rooms. When thimbles are 
put in to make connection with adjoining rooms, 
the brickwork should be coi'beled out to the full 
thickness of the wood partition, and a long 
thimhle used to extend through the brickwork, 
being careful not to let the thimble protrude 
into the flue space. At sketch A, another way 
of widening the brickwork at the thimble is 
shown, which is simply to cut in a cross-piece 
between the studding, and on this build the 
extra brickwork \vith all joints well filled with 
mortar. In all cases the thimbles should be 
set at the time of building the chimney, being 
careful that all joints are well filled and tuck- 
pointed on both sides; and in addition to this, 
it would be well to plaster on the inside of the 
flue from bottom to top. 

In the illustration we have shown an ash-pit 
beneath the fireplace, where the ashes may be 
diunped and taken out later. This pit should 
have a vent into the flue, so that when the ash 
dump is opened a downward draught will be 
created which will prevent the ash dust from 
flying back into the room. For supporting the 
hearth, use iron bars made of !/> by 2 iron; and 
on this, lay brick edgewise, leaving a space of 
three or four inches for concrete on which to lay 
the tile hearth. The fireplace should be lined 
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with firebrick, with the upper part of the brick 
slanted toward the top of the opening, as shown 
in the cross-section. The arch in front should 
be supported on a segment made of % by 3 inch 
wrought iron, set back from the front so that 
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it will not show. If a straight-top opening is 
desired, then use a 3-inch by 3-inch angle iron, 
with the flange on the inside of the brickwork. 

The dotted lines show the position of the 
flue for the fireplace, and will require the open- 
ing or throat to draw over to it; but it should 
start straight from the fireplace, and gradually 
draw over to its position as shown. The face 
of the brickwork should carry up to the ceiling 
of the first story; and this gives ample space 
to make the proper bend in the flue. The flues 
should be independent of other openings. 

Cast-iron hoods with damper attachment are 
quite often used to fonu the top of open fire- 
places, and are set in place at the time of build- 
ing the chimney. The top should be capped 
with Portland cement, or with a 3 or 4-inch flat 
stone with openings cut to fit the flue openings. 

Constructing a Cupboard 

Pig. 47 is a sketch of a cupboard. It makes 
a very complete fixture for the kitchen, and is 
easily made. The flour bin is hung the same as 
a door, and swings outward as shown by the 
dotted hues in the plan. It is quarter-circle in 
shape, the back being made of zine, with a roll 
rim at upper edge. A board li^t inches thick 
and 16 or 18 inches wide is used for the front 
and back. The bottom is grooved in about 1^^ 
inches from the bottom ends of these pieces, 




and gained in about % inch deep. The front 
and back edges are grooved about % inch wide 
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by ^ inch deep, to receive the zinc back, whicb 
is made fast by nailing with round-headed tacks. 
The front may be paneled, as shown in the draw- 
ing, if a better finish is desired. 

Shingling the Sides of a Building 
It is the style in many sections of the cotm- 
try, to shingle the sides of buildings, not only 
for the smaller class of buildings, but for public 
buildinga as well. See Figs. 48, 49, and 50. 

When properly done, it makes a good-look- 
ing building, and the cost is generally less than 
for any other siding material, since wall shingles 
can be put on with more space exposed than in 
reg:ular roof work; also a cheaper grade of 
shingles can be used for this purpose, with good 
satisfaction. One thousand will cover about 
150 square feet of surface; and a man will put 
on about as many in a day as he can on the 
ordinary roof in the same length of time. As 
this kind of work is comparatively new, differ- 
ing in some respects from roof shingling, it may 
be that some will be benefited by a few pointers 
concerning the work. 

The building may have comer boards and 
water-table, though these are generally omitted. 
It makes a more weatherproof and at the same 
time a better-looking job, to run the shingles 
out to the comers. The first course at the bot- 
tom should be double. The first or under 
course furnishes a good place to work in some 
of the poorer shingles. In shingling the corners, 
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The siding boards should be straight and le"* 
and the first course should extend a little beU 
to form a water drip. The courses should con 
oven with the top and bottom of the window- 
frames, which can be easily done by varying the 
coureea the same as in clapboard siding. It will 
be necessary to cut the tops of the two last 
coiirHes under the windows, but the pieces can 
Ite UHcd at the tops of the windows, which should 
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have a rabbeted cap. The shingles should be 
doubled at the point; one row should be put 
above the cap, and the other should drop below 
these. At the comers of the window-frames, it 
is better to cut out a comer of a few shingles 
so as to break joints. 

When a first-class job is desired, it is better 
to put the cornice on 
and cut the shingles to 
fit under it. For some 
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classes of buildings, it is ^^ 
all right to put the cor- ^^ 
nice on over the shiu- 1 
gles; or, in case the cor- 
nice is ah-eady on, to Y 
drive the shingles up ! 
under it. 

Do not use too lai'ge 
naUa for shingling. If 
the boards are sound, 
three-pemiy nails are 
large enough. 

Paper may be put 
under the shingles, and 
in some cases this is the 
best method; but as so 
many nails are driven 
through the paper, it seems better to put it on 
the inside of the sheathing between the studs. 

As to the cost of this method of building, 
boards for less than $20.00 per thousand may 
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be used, which will answer. The shingles at 
$4^00 per thousand wiU come to about two cents 
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Fig. 50. flhlni^lng Below a Window. 

per square foot laid. Plaster will cost about 
one cent per square foot, so that five cents per 
square foot will cover the cost. 




Roof Framing Simplified 



The details of roof constniction are com- 
paratively simple, and are pretty generally 
understood. It is in the laying out of the dif- 
ferent members, finding their proper lengths 
and cuts, that the difficulties of roof framing 
arise. Owing to the many different styles and 
pitches of roofs, this is considered a very com- 
plicated matter by a great many otherwise good 
mechanics, who accordingly resort to certain 
imsatisf actory ' ' cut and try ' ' methods and 
"rules-o '-thumb" to lay out the work. 

The steel square is the carpenter's best 
assistant for laying out all fra min g; but it is 
for roof work that its use is most essential. By 
the use of the steel square — after a very few of 
the fundamental principles of roof fi-aming are 
well understood — the whole subject becomes 
clear to an astonishing degree. 

Roof Pitches and Degrees. Pig. 51 contains 
a whole volume on roof fi'aniing. The fractional 
pitch lines for the common rafter are shown for 
each inch in rise up to the tnW pitch; and their 
lengths are expressed in decimal figures to the 
one-hundredth part of an inch; while to the 
right of the blade, the same are expressed for 
the corresponding octagon and for the common 
hip or valley for a square-cornered building, 
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which are reckoned from 13 and 17 on the 
tongue respectively. However, neither is abso- 
lutely correct, though near enough so far as the 

Rpor Pitches .| ,| 

ll i 




Fig. 51. Boof Pitcbea tad Desrvee 



cuts are conceraed. the greater deviation being 
in the hip for tlie square-cornered building. It 
lacks .0295 of l»cijig 17 inches, and represents 



I 



FRAMING 93 

the run of the hip to a 12-iiich run of the com- 
mon rafter. Its true length being 16.9705 
inches, this is the length from which we have 
reckoned for the lengths of the hips, instead of 
17, as is the usual custom. This may seem a 
trifling difference; and so it is in a short run 
and low pitches; but suppose it is for iron con- 
struction. To begin with, the shortage of each 
foot in i-un with the common rafter is .0295 inch; 
added to this is the gain it would have in the 
pitch, which would be .015 of an inch by the time 
it got up to the full pitch for the common rafter. 
This, added to the .0295 to start witli, would be 
a difference of .0445 inch to the foot in run with 
the common rafter. Now, suppose the run to 
be 18 feet; 18 times .0445 equals .8 plus, or ^Vs* 
of an inch difference; or, if no account were 
made of the gain in pitchy the .0295 inch in the 
run would amount to over half an inch in the 
length of the hip alone. 

This is a common error; and while it is not 
much, and probably would never be noticed in 
wood construction, it is well to know this dis- 
crepancy and guard again&t it when the occasion 
demands, and for that reason we give the cor- 
rect amounts. The shortage in the octagon is 
not so pronounced. Instead of it being in the 
run, it is the tangent that is lacking the same 
amount, it being 4.9705 instead of 5 inches. 
This, coming as it does, cannot affect the length 
of the rafter nearly so much as in the above. 

We explain this shortage better by referring 
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to that part of the illustration showing the plan 
of a combination square and octagon frame with 
the heel of the steel square resting at the center. 
From this it will be seen that the two outer 
circles catch the comers of the frame and seem- 
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inglj intersect the tongue at 13 and 17, the 
figures used on that member for the seat cuts; 
but the tme length of the run of the hip is 
16.9705. and that for the tangent of the octagon 
is 4.9705. 

Ju connection with this illustration we also 
give a table of decimal equivalents to the one- 
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, in the transferring of these parts to the rise line. \ 


In Pig. 53 these parts are shown 


in connection 1 


with the steel square. Twelve is 


used on the 1 


^L tongue, because it represents a 


one-foot run. 1 



The span would therefore be two feet, or 24 
inches, which is equal to the length of the blade. 
It is then a very easy matter to fix in the mind 
what figures to use on the blade for any pitch, 
as 6 is 1^ of 24; 12 is V^; 18 is a % pitch, etc. A 
24-inch rise would necessarily be a full pitch.. 
A 30-inch rise would be li^ pitch; and so on. 

There seema to be some uncertainty as to 
which should be given first, the run or the rise, 
when telling what figiu-es to use on the steel 
square to find the bevels for rafters. Some 
give it one way, and some another. The same 
man will give the run in one place first, and 
the rise in another. J^or example, take the one- 
third pitch. He will say, 12 and 8 for the seat 
and plumb cuts of the common rafter; then he 
will say 8 and 17 for the corresponding cuts for 
the hip or valley. 

Now, it has long since been the recognized 
custom to give the width fii-st for all kinds of 
mill work, such as doors, sash, etc. The same 
rule should apply to framing work, because the 
run represents width or space covered by the 
rafter, and it should therefore be given first. 
For the example in question, we should say 12 
and 8 for seat and plumb cuts of the conunon 
rafter, and 17 and 8 for the coiresponding cuts 
for the hip or valley. It is bettei- to always take 
the figures 12 and 17 on the tongue, l)ecause 
they are standard for any regular pitch; the , 
blade will admit of from 1 to 24 inch rise per 
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foot, besides giving a greater range of side cuts ^^M 


without change of figiu'es on the tongue. Then, ^^| 


again, it helijs to familiarize the mind 
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cuts. 
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matter what the pitch, is a point that 




^H 


gives trouble, yet there is nothing sim- 
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of a foot sqxiare, and represents the correspond- 
ing run of the hip or valley to one foot run of 
the common rafter. These figures are standard 
or fixed points for any pitch desired. 

Taking the 6-Lnch rise to the foot, the com- 
mon rafter is 13% inches, and the hip or valley 
18 inches for a one-foot run. Now, suppose we 
wish to find the length of the common rafter 
for a building 22 feet 6 inches wide. Since the 
run is one-half of this amount (11 feet 3 inches), 
all that is necessary is to place the square at 
12 and 6 along the edge of the rafter eleven 
times (see Fig. 55) ; and as there are 3 inches . 
more, lay off that amount from 12 along thej 




TiK- 56. Oettlng Uie Length of BaTUn. 



tongue and check. Then slide the square along 
tUl the 12 rests at the check, and mark along 
the blade, which will be the proper point for 
the plimib cut. 

Proceed in like manner for 'the hip or valley, 
taking 17 and 6; but, at the last placing of the 
square, instead of measuring off 3 inches, take. 
iSiYi inches, which is the length of the diagonaig 
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: a 3-mch square. This may be reckoned as 
follows: Since 3 inches is one-quarter of 12 
inches, one-quarter of 17 inches equals 414, 
inches. Thus, the length of the raftera is 
obtained without any further measurement, and 
that, too, without knowing their actual length— 

The jacks being a part of the common raft- 
ers, their lengths may be found in the same way. 
Or, if they are to set on 16-inch centers, place 
the square at 12 and 6, as for the common rafter, 
and mark along the tongue; then slide the 
square along till 16 rests at the edge of the 
rafter, and the length will be indicated by that 
part of the rafter covered by the square, which 
represeuts the common difference of the jacks. 

HowGTcr, if one is good in mathematics, it 
is often better to find the rafter lengths by 
multijilying the lengths for one foot by the rim. 
Taking the above case: II14 times 13% inches 
equals 12 feet 9^4 inches, the length of the 
common rafter; V/^ times 13% inches equals 1 
foot 6 inches, the common difference of the 
jacks; and ll^^ times 18 inches equals 16 feet 
10y2 inches, the length for the corresponding 
hip or valley. 

The cuts on the square are as follows: 12 
and 6, seat and phunb cut of the common and 
jack rafters; 17 and 6, seat and plumb cut of 
the hip or valley; 12 on the tongue and 13% on 
the blade will give the side cut of the jack; they 
also give the face cut across roof boards to tit 
in the valley or over the hip, the blade giving 




the cut in the former and the tongue in the 
I latter. The backing of the hip may also be 
[ found by taking 18 on the tongue and 8 on the 
I blade, and the tongue will give the required J 
I angle. 

For an 8-inch rise, the lines from 12 and 17 

(Fig. 54) would run to 8 on the blade, and their 




Tig. 56. Cripple J&ck Saften In place. 

lengths would consequently be changed; but thol 
formula remains the same. 

To Find the Length of Cripple Jacks. The^ 
length and euts for a cripple jack can be found 
just the same as for a jack resting against a 
hip. The cuts of the cripple are the same at J 
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both ends, and are identical with that for the 
upper end of a jack resting against a hip. 
Where the roof is all of the same pitch, the runs 
of the hips and valley will rest parallel with 
each other, as will be seen in Fig. 56. Now, here 
is a point that a great many do not grasj) — 
namely, that the run of the cripple jack is the 
same as the length of the plates that form the 
angle. Thus, in the illustration, the length of 
the plate on one side is 6 feet, and on the other 
it is 10 feet, which represent the respective runs 
of the jacks in question. However, it should 
be remembered that this measurement is fi'om 
center to center of hip and valley; and it is 
therefore necessary to make a deduction in the 
run equal to the thickness of the hip or valley. 
Or the length of the cripple may be found for 
the full run; then measure square back from 
the plumb cut the full thickness of the hip, 
which will be at the proper point for the 
plumb cut. 

Framing Flan for Hip-and-Valley Boof. 
Fig. 57 is the plan of a common hip-and-valley 
roof, detailed to show all the different rafters, 
with their lengths and cuts, that usually enter 
into its construction. We shall assume it to 
be 10 inches to the foot. The view taken is 
from a point directly above. Consequently 
there is nothing in the plan to show what the 
rise is. In other words, if there were no pitch 
given the roof at all, the plan would show just 
the same, and the side cuts for hips and jacks 



would all be at an angle of 45 degrees, and their 
lengths would be as per the scale of the plan. 
That is, the fii-st jack being placed 2 feet from 
the comer, its length would also be 2 feet; and 
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these proportions taken on the square, as 12 . 
and 12, will give what is generally called the 
side cut, but in reality should more properly be 
called the top cut. This, the reader will observe, 



FRAMING 103 

ia the regular miter, which is simple enough. 
Everybody underetands so far; but when a 
pitch is given, this simple rule is usually for- 
gotten. 

In this example, the rafter, having a rise of 
10 inches, has a gain of 714 inches in two feet; 
and this, added to its run, makes its length 2 
feet 71/4 inches. Then the proportion of 2 feet 
and 2 feet 714 inches, taken on the square as 
12 and IS'/u inches, will give the cut. The side 
on which the lai-ger number is taken, gives the 
cut. If the point of the jack is removed by 
cutting on a line parallel to the seat, it will be 
found that the angle of the cut is still 45 degrees, 
or just what the angle shows in the plan. The 
same rule applies for this as for the cut of the 
hip or valley. It also applies to the jack for 
an octagon, or any other corner. 

In this example there is shown an octagon 
bay, and the side cut of the jack would be in 
the proportion of 1 foot and 3 feet 2 inches. 
The first, because that is the space that the foot 
of the jack is from the comer; and the latter 
represents the length of the jack. This jack, 
like all others, is simply part of a common 
rafter; reduced to a one-foot basis on the 
square, it is 5 and 15Vi! inches. 

The lengths of the rafters are given fi-om the 
edge of the plate to the center lines, as shown by 
the dotted line on the hips and vallej's. Tliere- 
fore, for the common rafters a reduction should 
be made for one-half the thickness of the ridge 



piece, by measui-ing square back that amount 
from the plumb cut. 

It is not necessary to make any reduction for 
the jacks that rest on a plate, because the lengths 
given, if used for the long side, will make the 
jacks space all right, since the length is sup- 
posed to be taken along a line at the middle of 
the back. But a reduction equal to the diagonal 
of the thickness of the hip or valley should be 
made for the jacks that come in between a hip 
and valley. This also applies to the side cut of 
the kip where it rests against the ridge piece, by 
deducting half of the thickness of the diagonal of 
the piece. However, this is of small concern; 
and more than likely the variation, if not made, 
would go iinnoticed. 

In this example are shown some self-support- 
ing hips and valleys, formed by letting one run 
by the other to a solid bearing. This is an im- 
portant matter, which is too often overlooked; 
and consequently a sagged roof is the result. 

There are other points about this plan that 
might be brought out. The figures to use on the 
square for a one-foot basis are as follows ; 
12 and 10 — Seat and plumb cut of the common and jack 
rafters. 

12 and 15 7/12— Side cut of the jack. 
5 and 15 7/12— Side cut of the jack. 

13 and 10 — Seat and plumb cut of octagon hip. 
17 and 10 — Seat and plumb cut of hip or valley. 
17 and 19% — Side cut of hip or valley. 

Tlie study of a rafter plan like this is valu- 
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able, for it contains practically aU the elements 
of any roof. 

A Common Mistake. We wisb to make a 
small note right here which may set right some 
of the younger members of the craft and a few 
of the older heads who have never paid any at- 
tention to it. It is in the manner of adding the 
projection for cornice. Fig. 58, at the left, shows 
the wrong wayl and makes the raftei-s too short, 
causing the ridge joint to open as shown in the 
middle part of the figure. The right way of get- 
ting this length is shown in the right-hand part 
of the figure. 
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Fig. 68. Wrong and Blglit Methods of Figuring Eafter Lengtbs. 

Framing for Roof Dormers. Pig. 59 repre- 
sents the plan and the corresponding elevation 
of the valleys in a roof donner or gable. For ex- 
ample, 14 feet is taken for the run of the main 
roof, and 8 feet for that of the gable. The roof 
of the main part and that of the gable being of 
the same pitch, it is evident that the ridge of the 
latter will be below that of the former, as the rise 
is jflroportional to the difference in the runs. 
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urement should be taken along the center of the 
back of the valley, as shown by the dotted linesj 
and if backed — or, more properly speaking, 
grooved, so that the roof boards will have a solid 
bearing at all points — then the seat cut should 
be made so as to bring the grooves in the plane 
with that of the back of the common rafters. 
This furnishes a problem in itself that is not so 
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Tig. 60. InterBection of Valleys — Boof Dormers. 

easily underatood as may appear at first sight, 
especially where there is a projection of the 
rafter to form the cornice. 

However, it is not usual to groove the val- 
leys, as they are generally concealed from view 
and otherwise not of enough advantage to war- 
rant the extra work required. Where they are 
not grooved, they should set proportionately 
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lower than the common rafter, so that the under 
edge of the roof boards will intersect the center 
of the back of the valley. Even then, that part 
from D to B would have to be backed or beveled 
on one side the same as for a hip, to bring the 
center in plane with the common rafter. 

Fig. 60 shows the plan of the valleys at the 
intersection on a larger scale. In this the sec- 
tions ai'e shown grooved below the intersection; 
and in that case that part called the blind val- 
ley should be beveled one way, as shown. This 
part, while it may look out of place in the illus- 
tration, will be found to conform with the roof 
planes when set in position. In large or heavy 
roofs, the valleys should be doubled; and in that 
case it is an easy matter to groove the backs by 
simply backing them one way only, and then 
spiking them together so as to form the groove. 
In other words, they would show the same as in 
the illustration by letting the center line repre- 
sent the joining of the two pieces. 

Another point comes up in this connection 
that should not be overlooked before passing on, 
and that is the joining of the short valley to the 
long one. Simple as it is, builders sometimes 
do not readil}' grasp that it is nothing more 
than the plumb cut for the valley. It rests at 
right angles from the long valley, and therefore 
must rest square against it, just the same as if 
against a level piece; and in this example, the 
pitch being %, 17 and 9 will give the cut. 

Referring to the elevation part of Fig. 59, 
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he valleys are shown in position in the roof. 
They also show the same as the common raftei-s 
in theii* true ijosition; but the valleys resting 
at an angle of 45 degrees from the common 
rafter, their lengths per scale are not easily 
arrived at without a few extra lines, which may 
be obtained as shown by the dotted lines from 
the plan to the elevation, as follows: 

A-E represents the long valley in position 
from the point of sight, while A-E' shows its 
length. The same is true of the short valley. 
It is the same as A-F on the long valley. On 
a straight view, it represents the length of the 
common rafter for the gable, but its (the valley) 
length is found at A-F'. 

Now we shall illustrate the above by simple 
lines on the steel square (see Fig. 61), using the 
same reference letters for the different parts, 
as shown in Fig. 59. The pitch being %, or 
9-inch rise to the foot, we let 12 on the tongue 
of square No. 1 represent the starting point, 
and 9 on the blade the rise. The run of the 
main roof being 14 feet, measure back 14 inches 
along the line of the tongue and draw a hne 
parallel to the blade to opposite 14 inches on 
that member, as at B' B. The line from A to B 
will represent the run of the long valle}'. Now, 
by placing 17 on the tongue of square No. 2 at 
12 on the square No. 1, and with the tongue 
along the line A-B, the heel will rest at 12 on 
square No. 1. Since the rise is 9 inches to the 
foot, a line from A passing at 9 on the square 
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No. 2 and intersecting the line B-E' (the rise 
of the main roof) will represent the long valley; 
and the line passing at 9 on square No. 1, inter- 
secting the line B' B as at E, will represent 
the common rafter for the main part. 




^|l^— 0* O- nC B' Plate Lihe 

Tig. 61. Steel Saiure Id Boof Dormei Fiamliig. 

Now, since the run of the small gable is 8 
feet, measure back 8 inches on square No. 1 
and draw the lines C-D and D-F' at right angles 
from the tongue of the respective squares. A-F' 
will represent the short valley, and A-F the 
corresponding common rafter to a scale of one 
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inch to the foot. The figures shown on the 
square intersected by the lines A-E and A-E' 
will give the scat and plumb cuts of the com- 
mon and valley rafters respectively. The length 
of the diagonal lines on the squares are 191/4 
and 15 inches, and these figures taken on the 
blade of the respective squares will give the 
side cuts for the valley and jack rafters. 

In this illustration we have used two scales — 
the full scale on the steel square for a one- 
foot run, to obtain the cuts; and the V,i scale, 
or one inch to the foot run, for the diagram of 
the roof, from which to obtain the length of 
the rafters. The fact that there are two scales 
employed may render the subject harder to 
grasp by some; hut we trust that after a little 
study of this illusti-ation will be clear. 

The reader will observe that in all of our 
work we have adhered to 12 on the tongue as 
the starting point. We do this because it repre- 
sents unity or the beginning, and therefore 
answers for any run or pitch given the roof. 
However, as a comparison, it might be well to 
illustrate this problem by the one-inch scale to 
the foot. 

Bear in mind that while we illustrate these 
problems with two squares, only one is neces- 
sary, as the angles may be laid out with the 
different positions of the square and the 
required proportions taken on the same. As 
the run of the small gable is 8 feet, place the 
blade of square No. 2 at 8 on both the tongue 



and blade (Fig. 62), with the heel opposite: 
of square No. 1 (because 14 represents the run 
of the main roof). Now, since the rise is 9 
inches to the foot, for 14 feet it would be 10 J 
feet 6 inches. Then the hne fi'om 19% to lOi^l 
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will be the same length as AE' of hke letters 

in the previous illustrations. By drawing the 

line D-F' at right angles to the blade, A-F' will_ 

1 represent the length of the short valley. 



As for the length of the common rafters, this 
is an easy matter to get by the scale method, 
by simply taking the run and rise of the roof 
on the tongue and blade and measuring diagon- 
ally across. However, whUe this does for work- 
ing pm^oses for the more common run of work, 
it is not absolutely a correct method, because 
the least variation is magnified twelve-fold. 

How to Boof a Circular Bay. The trouble 
that one carpenter had with such a job work- 
ing "by rule o' thiunb'* is well illustrated in 
the following letter. 

"I executed a piece of work last week which acei- 
dentally proved satisfactory to the contractor I am work- 
ing for, but not to myself. Not knowing the proper way 
to go about it, I had a deuce of a time and worried myself 
half-sick. 

"The job in question was framing a roof over a circu- 
lar bay window, aa they are termed here. The window 
had a radius of 15 feet, with a projection of 2 feet 6 inches 
and a rise at the center of 1 foot 6 inches. The roof was 
sheathed and covered with tin, 

"The way I went about it at first was to strike my 15 
feet radius, and then lay off the rise at center, allowing 
for projection. Next I struck the radius of my roof, which 
was 19 feet, something — do not call to mind just what 
it was. By doing so I expected to get the true rise and 
run of my rafters. The rafters were spaced on 32-inch 
centers — that is, T spiked my lookouts on every other joist, 
and set ray rafters on top of them. I spaced off my 
drawing 32 inches, commencing at the center and working 
each way. Then took the run and rise of each raftef 
separately and cut them, but when I commenced to put 
them up something was wrong. The first, or center 
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rafter, was all right and the others were wTong. I felt 
awfully cheap, but of course the work had to be done, 
and not knowing any better way than by the old, old- 
fashioned one, or the rule of 'thumb,' I finished my roof 
that way. It looks all right, I suppose, to most people 
outside of a good practical man, but I am not satisfied. 
The chances are I will have more of the same work to do, 
as they are getting to be quite the style. 

"If it is not asking too much, I certninly would esteem 
it a great favor if you would, or could, afford the time 
to enlighten me as to the simplest method of executing 
the above described work." 

The above letter is printed in full, because 
it is clear-cut and shows that the writer is after 
information pure and simple. He admits his 
error, and is anxious to avoid a like oecuiTonce 
in the future. His frankness in the matter 
shows that he is on the right track to better 
fit himself for his work and give value received 
to his employer, with a good share of interest 
thrown in. 

We are all given to mistakes; and from one 
another's experience we gain our knowledge 
for paving the way for stiU others to follow. 
To the experienced, such questions may seem 
simple and a waste of words in the way of 
explanation, but all such should remember that 
they too were once groping in the dark for 
information just as thousands of others are 
to-day; and so it will ever be. 

The gi-eat trouble experienced by the would- 
be learner is that he lioes not stop to think — 
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that is, of the rules of application or relation 
of one part to another. 

Take, for instance, the above example. If 
the bay window had been a full half-circle, this 
man would without hesitation have framed his 
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Fig. 63. How to Eoof a Ciicular B^. 



rafters the same as for a circular roof — all of 
same length and radiating from a common 
center; but when only a fi-action of the roof is 
"wanted, he forgets that the rafters must lie in 
the same position as for the half-circle bay. In 
one case, the wall line of the house, as it were, 



cuts through the center of a circular '< 
roof; while in the other, it cuts off only the 
edge of the roof. Therefore, being a part of 
the same roof, the seat and plumb cuts must be 
the same in either case; but not being whole 
rafters, they must be considered as jacks, and 
therefore need a side cut, with the exception of 
the center, which is No. 1 in Fig. 63. The others 
of like numbers, will be rights and lefts, and 
may be obtained with a bevel square provided 
it is paralleled with seat cut line or at right 
angles — square out fi'om the plumb cut. 

For work of this kind, it is better to lay out 
a full-size diagram of such parts as are required, 
on a level space, to get the measurements as 
shown in Fig. 63. The plan shows the indi- 
vidual run of the rafters as A-1, B-2, 0-3, etc. 
The elevation shows the rise of same, as 1-1', 
2-2', 3-3', etc.; and the stretch-out of their 
lengths, as a-1', b-2', c-3', etc. Tliis part shows 
the shape of the boards for the covering. The 
elevation also shows the curve the roof has at 
the intersection of the wall; however, this part 
will not be a true circle as our friend tried to 
have it. This should cause no worry because 
it will take care of itself, provided the rafters 
are cut to the right length and placed radiating 
to a common center. Further explanation, we 
trust, is not necessary. 

To Develop Curved Rafters. A question 
that frequently comes up for solution, in get- 
ting out rafters that have a sweep or curve, is 
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how to make the hips without scribing them 
from the common rafter, and make them so that 
all parts will line up properly. The method 
is shown in Fig. 64, which is self-explanatory. 
The cur\'e for the common rafter can be any- 
thing desired, and should be laid off full size. 




In the illustration, A B represents the run 
of the curve for the common rafter, and CB 
the same for the hip. BD represents the rise; 
and it necessarily follows that AD represents 
the curve given the common rafter. For a 
I square-cornered building and where the pitch 
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is the same on botli sides, tlie run of the hip 
will necessarily rest at 45 degrees from that of 
the common rafter as shown. 

Next, lay off auy nmnber of lines parallel 
to the ran of the common rafter; also a like 
number with corresponding spacing parallel to 
the run of the hip, but to be of indefinite lengths, 
as shown. Now, di-aw lines from the curve of 
the common rafter (AD), and at right angles 
to the run (AB), intersecting the run of the 
hip (CB), thence at right angles indefinitely. 
The intereection of these lines \vith the cor- 
responding parallel lines of the hip, will give 
the points fi'om which to run an offhand curve 
to correspond with that of the common rafter. 
Eafter ends of various fancy slopes, such as are 
used for bungalows, are developed in a similar 
way. 

For particular work, the curve of the hip 
should be backed. Measiu'e back one-half of 
the thickness of the hip on the parallel lines, 
which will give the gauge line along the side of 
the rafter from which to remove the wood to 
the center as indicated by the first curve devel- 
oped. 

How to Use the Octagon Scale. On the 
tongue of almost all steel squares, there is a 
row of dots enclosed between two lines, and 
figured to a scale of tenths. This scale is called 
the octagon scale, and is designed for changing 
a square timber to an octagon, or for finding 
the width of the side of an octagon of a given 
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diameter. In Fig. 65 is shown a part of this 
scale. But very few understand it, or are even 
interested enough in it to look it up. It is 
quite evident that the inventor did not under- 
stand the tise of the plain steel square with its 
standard scale of measurement, which is suffi- 
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Fig. 6S. Octagon Scale and Anotlier Metliod. 

cient for solving all problems of this kind, for 
he wandered from the path of simplicity into a 
byway to exemplify a single problem in the 
polygons, then leaving the would-be learner 
ignorant of any apparent reason why his scale 
gives correct results. The solution is as follows: 
Suppose it is desired to change a seven-inch 



squaw stick to an octagon. Lav oflf a center Ktte 
on aU four faces of the timber; and from either 
^de of this hue set off a space equal to seven of 
the spaces shown on the steel square, which will 
be the point for the gauge line, from which to 
remove the wood at the comers to form the oc- 
tagon. 

These same proportions may be found direct- 
ly from the steel square; in fact, Fig. 65 shows a 
rule that appUes not only to the octagon, but to 
any of the other polygons as well. 

Draw an indefinite line from 12 and passing 
at 5 as shown. Xow, if the timber is seven 
inches square, measure back that amount from 
12 on the tongue, and square up to the diagonal 
line, as at aa, which will be foimd to be 2 11-12 
inches and represents the side of the octagon. If 
the timber is 16 inches, then bb represents 
the width of the sides and is found to be 6 2-3 
inches. This rule, as we said before, applies to 
any of the polygons. The starting points on the 
square are the figures that give their respective 
miters, and the diagonal line across the square is 
governed accordingly. 

How to Frame by Degrees With the Steel 
Square. The steel squares that are in general 
use do not contain a degree scale for framing 
purposes, though unquestionably it would be a 
good thing instead of some of the obsolete rules 
that now encumber its faces. However, in the 
fthsence of a protractor, the angle may be found 
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as shown by the accompanymg illustration, Fig. 
66, as follows: 

Lay off a line, as at AB, and apply the square 
as shown, and draw line AC from 12 on the 
tongue and passing at 12 on the blade. This line 
will be at an angle of 45 degrees to AB. Now, 
with the compass, strike an arc of any ra- 




ng. 66. To Lay Oot 40 Angle with tha 8te«l Sqnue. 

■ dius — the larger the better, for the more accu- 
rate will be the final result. Divide this arc into 
nine equal parts, and these divisions will be five 
degrees apart, as shown by the figures opposite 
the divisions. Now, to find the figures on the 
blade for the degi-ees wanted, as 40, draw a line 

I from A to 40 on the arc, and the line will pass at 
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10.06, or practically 10 1-12 inches on the blade, 
which will represent the figuios to use on that 
member for either 40 or 50 degrees, the blade 
giving the plumb cut in the former and the 
tongue in the latter. I 

Vice versa for the seat cut. Tlie changing ! 
point is at 45 degrees, and as 40 is less than 45, 
the blade gives the plumb cut. On the other 
hand, 50 being more than 45, the tongue gives 
the cut. 

The reason that 12 and 10 1-12 also gives the 
cuts for 50 degrees is because 50 is the comple- 
ment degree of 40, or, in other words, the sum of 
the two equals 90. Thus it will be seen that this 
diagram is all that is necessary to find any angle 
on the square. 

Suppose we wish to find the figures for 22^ 
degrees. Then divide the space from 20 to 25 
into five equal parts, and these will be one degree 
apart, and by drawing a line from A to 221^^ on 
the arc, the line will be found to pass practically 
5 on the blade. 

Having found what figures to use on the j 
blade for any desired degree, the procedure in 
roof framing is the same as in framing by the 
proportion of the span or per inch rise to the 
foot in run of the common rafter. 

To Prevent a Ridge from Sagging. A | 
method of construction such as is illustrated in i 
Fig. 67 is at times desirable. It keeps the ridge 
from sagging, or plates from bulging out on the 
sides. The board, 1 by 8 inch, nailed on imder 



I 



Bide of rafter, will prevent roof from sagging. 
No collar beams are required. The board ex- 
tends fi-om end of plate at corner of building 
diagonally to center of ridge. 




Boof Construction to Prevent Formation of 

Ice on Eaves. This is a most important matter 
in many parts of the country, especially in the 
North. 

Before suggesting a method of construction, 
it may be well to examine into the causes of this 
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It idMmld also be ofaeerred that vhen tha 
»n«w roclta from the ootside — that is, from thai 
h<«t of "le Bun — no trouble occurs at the eaveaj 
tlw rc«'ltin({ water running freely down off th^ 
roof, HM-inn, then, that the cause of the troubla 
In tlM> rniliiition, through the roof itself, of thd 
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TlilK luiiy i>e done in two ways, either o| 
wllloll In fairly nffeetive alone; but for first-d 



work and to insure the very best results it would 
be well to use both methods in combination. 

The first method consists in thoroughly 
deadening the ceilings of all the upper rooms of 
the building — that is, to foim a dead air space 
through which the heat of the rooms cannot es- 
cape. It cannot be too widely known by build- 
ers throughout the colder regions of this conti- 
nent, that a lath and plaster ceiling allows a tre- 
mendous lot of heat to escape into the attic of a 
building; and, if for no other reason than the 
saving of fuel, this should be prevented. An 
effective method is to la)' rough boarding on fil- 
lets near the upper edge of the ceiling joists, and 
to cover the same with some composition to ren- 
der it air-proof. Fig. 68 shows the details of this 
method, which calls for slightly deeper joists to 
carry the extra weight of the deadening. 
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Fig. 68. OeiliDg ConstiucUon to Prevent Heat Losbsb. 



There are, of course, several pugging compo- 
sitions sold for deadening purposes, but an en- 
tirely effective one is a mixtm-e of coarse mill 
sawdust and plaster of Paris. The sawdust and 
plaster are mixed together and made into a mor- 
tar with water in the ordinary way, and a coat- 
ing laid on the boarding, about one inch in depth. 



Care must be taken that the spaces between the 
ends of the joists over the wall-plates are prop- 
erly filled, either by lath and plaster or by a 
piece of board cut tightly in between and nailed 
in position. Tliis is important, for the effective- 
ness of any dead air space as a non-conductor of 
heat (or cold) depends upon its being absolutely 
tight everywhere. 

Many buildings, such as churches, halls, and 
schools, have no attics, but are open to the roof 
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timbers, and obviously the foregoing would not 
apply in such cases. For the prevention of heat 
radiation in roofs of this class, a double roof is 
the only effective remedy. A detail of this is 
shown in Fig. 69, fi-om which it will be seen that 
the sheathing is laid on the rafters in the usual 
way, and then covered with good building paper. 
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Two-inch strapping is then applied, and upon 
this a second layer of sheathing is laid. This is 
covered with paper and shingles in the regular 
manner, thus for min g a dead air space as de- 
sired. Such an arrangement will also prevent 
the condensation of moisture upon the inside of 
the roof, and the consequent annoyance from 
water dropping, which is so often experienced 
in churches and halls when weU-warmed inside 
during zero temperatures out of doors. 

As remaj'ked earlier in this discussion, to be 
absolutely sure of preventing the fonnation of 
ice near the eaves, it would be well to adopt both 
the deadening of the ceilings and the doubling 
of the roof. It will be found, however, that the 
thorough deadening of the ceilings will generally 
be sufficient; and very few architects specify 
both methods, except in the most expensive 
structures. 



Stair-Building Simplified 



Rules for Proportioning. Until about the 
time of Queen Elizabeth, the staircase, now so 
important a feature in all bouses, was of small 
note. Previously, staii-s were built in every case 
on a cii'cular plan, revolving aroimd a central 
axis or newel. These were known as turret or 
corkscrew stairs. Stairs with wide, straight 
flights were introduced dui'ing the sixteenth and 
seventeenth centuries, and were made the lead- 
ing feature in the mansions of the Elizabethan 
style. They wei-e very massive in design, with 
heavy oak balustei-s and enormous carved newels 
with oraamental panels. Many staircases of 
similar design but of lighter construction now 
exist in England, mauy of the more modern ones 
having cast-iron railings. In most houses built 
to-day the stairway is a most important fea- 
ture, nevertheless its construction is fi'cquently, 
and in fact usually, left with little thought as 
to design or convenience. 

In planning staii'ways, care should be taken 
to have sufficient room so that the height of the 
riser is not too great. The distance from floor 
to floor in inches should be divided into a cer- 
tain number of vertical distances, each of which 
is termed the rise, and which is usually from 7 
to 8 inches. A nile frequently applied in pro- 



portioning the rise to the width of the tread is, 
that the lise in inches multiplied by the run or 
tread in inches shall be about 70 or 75. Accord- 
ing to this, a 7-inch riser will call for a lO^^-inch 
tread. The workman will readily see from this 
rule that the greater the rise the less the run, 
and the less the rise the greater the run, the pro- 
portions varjing to suit different conditions. 




Another rule is based on the fact that an easy 
pace on the level is 33 inches. In going upstairs, 
however, a person passes upward as well as for- 
ward at the same time, and the rule is that 
"twice the rise, plus the tread, should equal 23." 
This gives very good results in practice. 

Head Room. A good rule for getting proper 
head room in a flight of stairs is to count down 
13 or 14 steps from the top, and plumb up for 
the face of the trimmer. This gives good clear- 
ance for a tall man. 
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Nicholson's famous old Scotch work on buiId-1 
ing construction (1805) gives another good rule, 
which is illustrated in Fig. 70. With the bottom 
front edge of the trimmer as center, and a radius 
of 6 feet, describe an arc of a circle, from which 
the nosing Ime must be kept clear to give good 
head room under the trimmer. 

Nicholson's rule for finding the thickness of! 
trimmei-s is also usefxil. It was "to add to the ' 
thickness of trimmer one-eighth of an inch for 
every joist set into the trimmer." This works 
out very well indeed. 

How to Lay Out the Stairs. Stair-building 
is a branch of framing that is well-nigh in a class 
by itself. In the larger cities there are men who 
make a specialty of stair-building, from the 
plain, straight run, to the more complicated plat- 
form and winding stairs. It is the latter class of 
work that taxes the ingenuity of the workmen to 
work out the railings,, newels, etc., so as to rest 
in the proper planes with the pitch given the 
stairs. To do this successfully, requires one well 
up in detail drafting and having a practical 
knowledge of geometry to lay out the turns and 
easements on the rough timbers, so as to be able 
to work them out in the finished product. How- 
ever, the old-fashioned winding stair, with its 
ever winding raU, is no longer considered, from 
an architectural standpoint, to add to the beauty 
of the interior of the house, to say nothing of the 
added expense that must necessarily foUow in 
the construction of circulai" stair work. Of« 
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course, there are times where winding stairs ^^^| 
conform to certain space better than stairs with ^^H 
^ square txu'iia; but even then, in most cases, it ^^H 
K would be better to allow room for a good easy ^^H 
H stair with square turns, and make the rooms and ^^H 
^M hallways conform to it. ^^^| 
H So the question is how to lay out the neces- ^^H 
H sary room for a comfortable and convenient ^^H 
H stair. ^^^1 
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Fig. 71. La-yoHt of Simple Stairs. 

jay out the stairs first, allowing 
e; and plan the rooms accordingly. 
vs a straight run of stairs which i 
n as typical; it is the simplest of 
1. From the starting point to the 1 
loor above, is 10 feet 3 inches, or 123 
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and as there are 17 risers, there would be 7 Vn 
inches to each rise. Now, as there are one less 
of the treads than there are risers, multiply 16, 
in this case, by the desired width of the tread 
(9^ inches), and we obtain 152 inches, or 12 
feet 8 inches, for the run of the staii-s. 

The next thing to consider is the proper 
length of opening to leave in the second floor, 
so, as not only to give ample head room for the 
more than average tall pei-son, but also a gen- 
erous allowance for the free passage of furni- 
ture, trunks, etc. It is best to give plenty of 
room. The head room should be at least a little 
higher than usually given to the room doors, 
say 7 feet 6 inches or 8 feet. Plenty of room 
should be allowed in the framing, as it is an easy 
matter to fur out the trimmer if it is afterwards 
found desirable to reduce the space. The length 
of the opening can be found by deducting the 
amount of the number of risei-s from the room 
height that will leave ample head room. In 
this example, if we deduct the height of two 
risers, which is practically 1 foot 2^2 inches, 
from 9 feet ^4 inch, 7 feet 10 inches is left above 
the second riser. It is safe, then, to place the 
trimmer above, a little farther forward, as 
shown in the illustration. It must be remem- 
bered that when the well-hole is lathed and 
plastered, it reduces the height accordingly. 

Many workmen prefer to use a pole on which 
they mark the heights from floor to floor and 
then divide this into the number of equal spac( 
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that there are to be risers. The pole cau ulso 
be used to advantage where the total run is 
desired to come inside a given space, as it 
obviates the necessity of a mathematical prob- 
lem that usually runs into fractions. 

For general use, however, in calculating the 
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layout for stairs, the accompanying table, Fig. 
72, will be found very handy and useful as a 
, time-saver. The first row of figures ninniug 
down the left-hand side, represents the number 
of risers, while the first row running across the 
top represents either the rise or the width of 
the tread. Those in the following lines repre- 
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sent either the total rise or run for the number 
of risers shown in the opposite left-hand column. 

For example: Suppose we wish to find the 
number of risers required in a stairway that is 
10 feet 51^ inches from floor to floor, and we 
desire to keep the risers as near ly^ inches as 
possible. 

Operation — ^Take 7V^ in the top line, and 
run down the column to the neai-est figures to 
10 feet 51/4 inches. It is 10 feet V/2 inches, and 
is opposite 17 in the left-hand column. There- 
fore, 17 represents the number of risera; but 
there is 2 inches left over. This must be divided 
into 17 parts and one of these pai'ts subtracted 
from each riser, which would be nearly y^ inch 
less than 7^^ inches. 

Now look in the next column to the left. In 
this, the risers are 7% inches ; and for 17 risers, 
the total is found to be 10 feet 5% inches, which 
is just Vs inch short. Thus the risers will be 
7% inches, plus Vn of y^ inch. 

To find the run of the stairs, it must be 
remembered that there is always one less tread 
than there are risers. So take 16 in the left- 
hand column, and trace the figures to the right 
till you come to the coliunn whose figures at the 
top represent the desired width of tread. Sup- 
pose it to be 9 inches, then it will be found that 
the run will be 12 feet. If the treads are 9^^ 
inches wide, then the run will be 12 feet 8 inches, 
and so on for any desired width of tread. 
Usually there is some leeway in the run; that 






is, it is not confined to a certain space like the 
rise from floor to floor. Therefore, a few inches 
in the run of a straight flight of stairs does not 
usually make any difference, thus leaving it to 
the builder to select at once the width of tread 
desired. When this cannot be done, then the 
allotted space must be arrived at in the same 
manner as that given in the above for the risers. 
But after all, it should be remembered that 
while the measurements can be accurately found 
by the aid of this table, its greatest utility is 
as a quick reckoner, in laying out the space and 
proper openings for the finished stair work. In 
that case it is not necessary to calculate down 
to the minuteness required in the building of 
the stairs. 

Types of Stair Construction. 

Taking up the various details of construc- 
tion, the housed string stair, one of the simplest 
and at the same time an important type, pre- 
sents itself. This class of stairs may be divided 
into two kinds — first, where the stair is between 
walls (that is, where both strings are fastened 
' to and supported by the walls) ; and second, 
where only one of the strings is fastened to the 
wall, and the other (the face or outside string) 

I is free. 
The first is the cheaper, and is used very 
much in small cottages, and also as a rear stair 
in the better grade of houses. Of course, very 
often both of these stairs are framed without 
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the housed string. The treads are carried on 
a rough string, and the finished string is fast- 
ened to the treacfe and risers by nailing through 
it into the treads and risers; but this is very 
poor construction. 

By the term housed string is meant a string 
notched out to receive the ends of the treads 




Tig. 73. Hoosad'Strlng Stair Coiutniction. 



and risers. An examination of Fig. 73 will 
show clearly what ia meant. 

In the stair between two walls, rough strings 
are unnecessary, unless the stair is over 2 feet 
6 inches wide, when a rough string must be pro- 
vided under the middle of the stair. The fin- 
ished strings are fastened to the walls, and are 
more rigid than if a rough string were the 
means of support. 
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Ajring Out Stair Strings. After detenuiu- 

ing the tread and riser leugths, proceed to lay 
out the string. A little device very helpful in 
laying out a string is a gauge-board, as shown 
in Fig. 74, upon which has been cut the proper 
length of tread and riser to the pitch of the 
stair. In notching out the treads and risers, 
the notches should be cut large enough to 
receive a small wedge below the tread and back 
of the riser. These are used to make a tight 




Fig. 74. Uge of Qftnge-BoBTd. 



fit in front, where the treads and risers come 
against the edge of the notches. When the 
stairs are put together, the wedges are covered 
with glue before being driven into place. 

Another method of laying out housing for 
stair strings is as follows: 

Joint top edge of string-board straight; draw 
a gauge-line down the required distance for the 
center of nosings. Then, having found the rise 
and run of riser and step, set dividers from 
rise on blade of square, and step off on gauge- 




liDe the required number of treads. Next take 
a center bit the size of nosings, and start holes 
at these points. Next mark a pitch-board, as 
shown in the lower part of Fig. 75, at D, and a 
wedge-shaped stick F, the thickness of tread, 
plus the shape of wedge to be used in gluing 
up the stairs. Kow place pitch-board on string, 
as shown at D in the upper part of Fig. 75, 




Tig. 76. Hatliod 01 LftTliiC OcA SUlr BtOagt. 



and slide it along edge of string-board until edge 
touches hole E. Mark tread and riser; and, 
before moving pitch-board, place the wedge 
stick as shown at F and at dotted lines, and 
mark outside. Pi-oceed to next tread in same 
manner, and so on. The projection of nosing 
may be regulated by making pitch-board longer 
or shorter on line B-C; but do not change the 
pitch. 
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Glosed-String Stairs. A closed-string or box 

stair — that is, one between two walls — is built 
up against one of the walls before the second 
wall is built, which, when the stair is in place, 
is set up against it, and the string nearest to 
this wall is then fastened to the studding. If 
the staii- is put in and lathing done afterwards, 
pieces of inch stuff will have to be cut between 
the studding along the string to receive the ends 
of the lath. A better way is to lath wall No. 1 
before building the stair; then put in the stair; 
and when placing the studding of wall No. 2, 
leave the thickness of a lath between the studs 
and the near string. Then lath this wall, 
shoving the lath through behind the string and 
nailing them below and above the stair. When 
this is done, the string may be fastened to the 
studding by nailing through the string beneath 
the treads and risers. 

Care must be taken, however, that the string 
lies well against the studding — even if it is 
necessary to put in thin blocking strips at each 
nailing place. Otherwise, there is danger of 
breaking the glue joint, where the treads and 
risers fit into the string. 

There are several methods of joining the 
risers a.nd treads. In Fig. 76 are shown the 
various methods of doing this. Some are con- 
sidered better than others, but that is much a 
matter of opinion. 

At A is shown how the risers come down 
npon the tread, and the tongue on the front side 
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of the riser fits into a groove in the tread. If 
the fit is not good, there will be a crack in the 
front of the riser, which will become more 
apparent as the stair becomes older. 

At G is another method. This is the com- 
mon way when there is a rough string under 
the middle of the stair. At f is a similar 
aiTangement except that the riser goes down 
behind the tread. 




Fig. 76- Metbods of Joining Blsora and 

All of these joints should be nailed or fast- 
ened with wood screws. 

At e and d, Pig. 76, are shown two ways of 
joining the tread and riser at the nosing. They 
are practically the same, the one at d having 
the moulding set into the groove; while at e 
a tongue is cut on the front of the riser to fit 
into the groove in the tread. In d and e there 
is the danger of having the nosing break off, 
because the tread, unless made of a rather thick 
piece of wood, may crack over the groove. 
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In c and h are two more satisfactory meth- 
ods. At c a tongue is cut on the back edge of 
the riser, and the groove in the tread is as a 
result farther back from the front of the tread 
than in e and d. A small moulding is put under 
the nosing, and there is little danger of the 
nosing breaking off. In g no groove is cut in 
the tread, so that the full strength of the tread 
is preserved. In this case, however, it is almost 
necessary to put a triangular strip, b, as shown, 
so as to fasten the tread and riser together. 
This strip may be put on with good results in 
all cases, as it will stiffen up the work consider- 
ably. 

Open-String Stairs. Now taking up the stair 
which has one side open — that is, the string 
farthest from the wall, which is the face string — 
Fig. 77 shows a plan and side elevation of such 
a string. The treads and risers are housed the 
same as in the other staii", but the string must 
be made somewhat differently to iit the condi- 
tions. 

W.S. shows the wall string; B.S. the rough 
string placed there to give the structure 
strength; and O.S. the outer or cut string. At 
a,a, the ends of the risers are shown; and it 
will be noticed that they are mitered against the 
vertical or riser line of the string, thus prevent- 
ing the end wood of the riser from being seen. 
The other end of the riser is in the housing in 
the wall string. The outer end of the tread is 
also mitered at the nosing, and a piece of stuff 



made or worked like the nosing is miterei 
agaimt, or returned at the end of the trea 




Fig. 77. Plan and Elevattou of Open^Sttlas Stair. 

The end of this returned piece is again returned 
on itself back to the string, as shown in the 



upper portion of the cut, at n. The moulding, 
which is a five-eighths cove in this case, is also 
returned round the string and into itself. 

The moi-tises shown at the black points, 
B,B,B, etc., are for the balusters. It is always 
the proper thing to saw the ends of the tread 
ready for the balusters before they are attached 
to the string; then, when the time arrives to 
put up the rail, the back end of the mortise may 
be cut out, when the tread will be ready to 
receive the baluster. The mortise is dovetailed; 
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Fig. 7B. Miter JoOOb for Open Stair Woik. 



and, of course, the tenon in the baluster must 
be made to suit. The tread is finished on the 
bench; and the retm-n nosing is fitted to it, and 
tacked on so that it may be taken off to insert 
the balustera when the rail is being put in 
position. 

In an open stair, and especially one in which 
the treads project over the face of the string, 
it is desirable to have the work rather well fin- 
ished in order to present an attractive appear- 
ance, one that will hannonize with its surround- 
ings. In the modern dwellings of to-day, the 



front hall or the stair hall is made larger tha 
is necessary to accommodate merely the stair. 
The reception hall and stair hall are combined, 
and appropriately so; but it is necessary then 
to finish the room more elaborately than if it 
were used as a stair hall only. One thing to be 
provided for is that no end of any piece of wood 
shall show. In order to accomplish this in the 
riser, the rise in the string is mitered, and the 
end of the riser is cut on the same miter. 




Fig. 79. Constrnctlon and Finlsli of Open SUin. 



In Fig. 78, the different ways of nutering are 
shown. At a is a miter of forty-five degrees cut 
on both the string and the riser. This is the 
simplest method and the one more often used 
because of the saving in time. At b the riser 
has a shoulder to fit against the string, and only 
the outside is mitered. This makes a more rigid 
joint. At c the miter is cut at the fi-ont as at 
b, and the string is cut out to receive the 
remainder of the riser. Here the riser i 
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stronger bearing upon the string; while in b, 
only the front of the riser gets a bearing. 

When it is desired to make the face of the 
string more ornamental, a thin bracket is placed 
against the string, as shown in Fig. 79, at g. 
When this is done, the i-iser must be longer than 
the thickness of the bracket. This is necessary 
because the bracket is mitered to the riser. The 
cove under the nosing is placed upon the 
bracket, just as it is returned upon the face of 
the string in the case where the bracket is not 
used. The lower front part of the bracket rests 
upon the returned nosing of the tread. 

In the best grade of work the brackets are 
glued upon the string, but ordinaiily they are 
nailed on with brads, which are then set and the 
holes filled with putty. 

The return nosing is mitered at the front 
of the tread to fit the nosing over the riser. 
At the back of the tread, a return is cut as seen 
in Fig. 79, at m, which is a plan of h. 

After the balusters ai-e in place, the return 
nosing is nailed to its proper place, and the 
nail-holes filled with putty; or a groove may 
be cut into it, as shown at the right in Fig. 79. 
On the end of the tread, as seen in Fig. 80, at a, 
a similar groove is cut and a thin piece of 
wood or tongue glued into the groove in the 
end of the tread. This tongue should properly 
have the grain of the wood run in the same 
direction as the grain in the tread. The return 
nosing is then fastened into place by gluing 



146 FRAMING 

the tongue and the groove, and driving the 
nosing to a tight fit. 

Another way to fasten the nosing is to cut 
notches on the under side of the tread, and put 
wood screws through into the return nosing. 

A glance at these figures will show how the 
balusters are dovetailed into the tread. The 




Fig. so. Coustractloii and Finish of Open BUln, 

outside of the baluster should be flush with the 
face of the string; and where a bracket is used, 
this must be considered the face of the string. 
Various Stair Arrangements. There are 
many ways of building staii-s; what may be suit- 
able in one place, may not be in another. What- 
ever style is wanted, however, should be care- 
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Fig. 81. D«>lz&ble Btait Aizangemeat for BesidenceK 




fully laid out, so that no part will be stuffy or 
crowded. 

Fig. 81 shows a very pretty arrangement for 
a residence. It is neither an open nor a boxed 
stairway. It is planned to lead from the recep- 
tion hall adjacent to the library. It is built of 
quartered oak; the high paneling nest the 
library side gives it the appearance of semi- 
privacy, while the top of the paneled wall has 
a wide shelf on which to set bric-a-brac, if 
desired. The space from floor to floor is 10 feet 
3 inches; and, as there are 17 risers, it leaves 
7 Vi7 inches for each rise. The platform coming 
at the ninth rise is 5 feet 5 Vu inches from the 
main floor. The space under the platform is 
not lost, for on the library side a commodious 
bookcase is arranged with art glass doors ; while, 
on the other side, drawers arc made to fill the 
space; these open into a closet adjacent to the 
dining room. 

In constructing an open stairway, where the 
stairs have a landing and the lower part of the 
stairway is open, while the upper pai't is closed 
from the landing to the floor, the angle newel 
in the intersection of the two flights at the plat- 
form should be omitted. In place of it, continue 
the portion enclosing the upper flight far enough 
into the platform as shown at a, Fig. 82, to 
receive the stringer of the bottom flight. At 
the angle, the portion is shown closed with stuff 
equal in thickness to the thickness of the 
stringers; and the stringer of the closed upper 
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flight, which is on the inside of the portion, will 
butt against the casing. The rail of the bottom 
flight will be fastened to the casing above the 
bottom stringer; while the rail for the upper 
flight will have to be fastened on brackets to 



p 




UP 






PLATFORf^ 








a- 

CasiHG — — ♦ 


^^^MMMA. 








^ Par HON 


H 




! 












kj 



Fig. 82. Arrangement for PUtfoim Stairs. 

the side of the portion, and is linown as a 
wall rail. 

Winders should never be used if it is possible 
to avoid them, their great objection being the 
narrowness of the tread along the line of travel, 
which is a line generally taken about 14 inches 



from the rail. Where they are absolutely neces- 
sary, it is better that the rail be made continu- 
ous with the ends of the treads in the form of 
a cylinder, and that the risers do not radiate 
from a common center. 

Where angle posts are 
used, care must be taken so 
that they are centered on 
the carriage with the rail 
centered on the angle posts. 
This should bring the out- 
side balustrade flush with 
the finished string, as shown 
in Fig. 83. The height of 
the rail should be about 2 
feet 4 inches, or 2 feet 6 
inches above the tread, 
measured on a line with the 
face of the riser; and on 
landings the height of the 
rail should be 2 feet 8 inches 
■ ■ above the floor. 

I " In these days the mills 

are very accommodating, 
and will, as a rule, work out 
ajiy stair problems that the 
carpenter may have. 

The principal thing for the carpenter to con- 
sider in planning a stair is to see that he has 
sufficient room to get the required number of 
steps and ample head room. If he is sure of 
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these, the mill will usually do the rest of the 
designing for him. 

In constructing the rough framework for the 
stairs, care must be taken to have the stringers 
sufficiently strong to carry the weight. They 
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a problem to lay out the string to fit around 
a circular wall, as I'or the stairs shown in Fig. 
84. This may be done as follows: 

Measiu-e the curve of the wall, as from A to 

B, taken at the floor line. This length will 
correspond with the natural rim, as from A to 

C. To this, set up the rise of the stairs, which 
in this ease would be 6 X 7 = 42 inches, as 
from A to D in the diagram; and D to B will 
be the required length of the string. The back 
of the string can then be kerfed the same as 




j" 'l Fig. ea. To Kerf a ClrcalAr Membor to Any Detired Radius, 



for the ordinary base or for a curved riser; but 
the kerfs nmst be cut parallel with the risers. 

Those diagrams should be laid off full-size, 
from which accurate measurement can be taken. 

Kerfing a Riser. Saw kerfing is a simple 
thing when understood. By the method shown 
in Fig. 85, a piece of wood may be bent to any 
radius, no matter how thick or thin the material 
may be, or how thick or thin the saw may be. 

If for a circle to bend, say, three feet in 
diameter, take a piece of stuff about one and 
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half inches wide, as A, and of the same 
thickness as the material to be used. Now take 
the radius of the curve desired — in this case 
eighteen inches — and make a kerf that distance 
fi'om the end, as BC, to the depth required. 

Next clamp A down to the bench £ close 
to the kerf and raise the radius end till the 
cut comes together tight, and take the height 
with the steel square F from top of bench to 
imder side of piece. This will give the space 
between each kerf to bend the riser or any other 
curved member to the radius desired. 

Short Guts in Stair Work. Short cuts and 
simple methods of laying out work are always 
interesting and valuable. Here is a method for 
laying out strings for a plain, straight flight of 
stairs. 

The sketch, Fig. 86, shows how to get the 
lengths and cuts — that is, by xising the plumb 
and level at each end of the string, and scribing 
as at a and b. Then, by cbanging the string end 
for end, it will be found to fit. 

Firet find what rise is wanted; this depends 
on the space available. If there is sufficient 
room, steps with 7 or Ti/s-inch rise are good. 
Make, for example, the height between the floors 
9 feet 2 inches, or 110 inches. Dividing this by 
7 gives 15 Vi or 15 spaces ; and by dividing 
110 by 15 will give the exact rise, which is ly^ 
inches. 

Since there is plenty of room on the floor 
for the run, the tread can be made any chosen 
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width. Suppose 9 inches is the desired width. 
By multiplying 15 by 9, the run on the floor, 
11 feet 3 inches, is found, at which point it will 
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Fig. 86. Short Cut for Laying Out & StralgHt SUlr, 

be seen that the lower end of the string has been 
placed. Then proceed, as already stated, with 
plumb and level. 



After obtaining these cuts, lay the stnng off 
into 15 equal spaces with dividers, and again 
use the phimb and level in laying off the first 
notch, as shown at C. Then carefully cut this 
out and use the piece for the pitch-board, from 
which proceed to lay ofif the rest of the string, 
as shown at d. 

Paneled Moulding for Stair Finish. Mould- 
ing applied in panels to the stair string makes 
a very effective finish. In Fig. 87 is shown 
the face of a stair string with diamond-shaped 
panels. To begin with, ail cuts of mouldings 
of this kind should be made in a miter box. 
Then the question is, how to find the angle on 
the square by which to make the proper cut on 
the miter box. 

In the lower part of the figure is shown an 
enlarged panel with the application of the 
squai'c for finding the miter line, or the line of 
juncture of the moulds. In this, it will be seen 
that there are two angles in the panel. The 
sharper one is known as an acute, and the other 
as an obtuse angle. The foi-mer is less than 90, 
and the latter more than 90 degrees. However, 
by tiiis method, finding the miter line for one, 
also gives the other, because when the blade is 
giving the miter line for the acute, the tongue is 
giving it for the obtuse. 

In this figure the application for both is 
shown, and it will be seen that the blade and 
tongue of like squares are resting parallel with 
each other. Now, as to the placing of these 



squares to get the proper angle, siniply take like 
figures on squai'e No. 1, say 10 and 10; place 
them so that these figures are at the edge of 
the panel, as shown, and with the heel of square i 
No. 2 resting on the former, and with the blade 
intersecting the corner of the panel, the figures 
intersected by the edge of the panel, as at AA. 
will be the figures to use to make the cut on the j 
miter bos for either angle. 




Fig. 88. How to Apply Moulding; tmder Stairs. 



The same results may be obtained by bisect- 
ing the angle with the compass, as shown in 
the two lower comers of the enlarged panel in 
the lower part of Fig. 87, and setting a bevel 
square to the angles thus formed. This will 
give the miter. A more common way. however, 
among workmen, is to take a block of any con- 
venient width, and, with parallel edges and with 
it set each way in the comer, mark along the 
outer sides, the crossing of these lines will be 
the point for the bisecting or miter line. 
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Picture Moulding under Stairs. The right ' 
way to put up picture moulding, where there is 
a stair carriage runniiig up through the room, 
is a point that sometimes gives trouble, the 
intersection at the out comer being the cause. 

In places of this kind, the moulding pieces 
will not member, because they are resting at | 
different angles. To have them member, it is 1 




Tie. 89. Heijlit of Wainscoting. 



necessary to work a special mould to go under 
the slanting part of the stairs. Of course, this 
piece would not be of any use further than to 
have a continuous mould running around the 
room. The only way the regular mould can be 
made to member is to block oiit as shown in 
Fig. 88. Tlie back of the mould in that case 
sets perpendicular, aud the angles are the regu- 
lar 45-degTee miter. 




Height of Stair Wainscoting. Wainscoting 
running up the stairs should correspond in 
height to the wainscoting on the walls. The 
accepted custom is to continue the same height 
up the stairway as is wanted on the level part. 
The measurement should be taken at a point 
directly above the face of the risers, as shown 
in Fig. 89. 

CEMENT PLASTER HOUSES 

Relative Cost and Desirability. Cement 
siding has grown wonderfully popular in very 
recent years. The artistic effects which its use 
makes possible have had much to do with its 
ready reception by architects, builders, and 
owners. It furnishes the added advantage of 
being fireproof. 

When properly applied, it is economical in 
that it will outlast wood or shingle siding and 
will not require constant painting to keep it 
fi"om deteriorating. The claim is made, that a 
good cement exterior will wear better than 
stone, and will become better both in color and 
in weather-resisting qualities with age. 

The first cost of a cement siding is somewhat 
in excess of wood siding, painting not consid- 
ered; but with the ever-growing scai-city of 
good, clear pine siding, this margin is rapidly 
diminishing. 

Siding determines the life of a house, and 
the denuding of the pine forests of the United 
States makes it imperative that a new material 



be found to take the place of wood siding. No 
one realizes this more than the carpenter, who 
has seen the changes -which have taken place in 
the grading of lumber these last twenty or more 
years. 

Time was when a C grade of pine siding was 
good enough for almost any house; but the 
sappy, knotty, blue stuff which passes for that 
grade to-day, and the advanced piiee of this, ai'e 
sufficient to make the conscientious builder seri- 
ous. The tendency of sapwood to push off the 
paint, and the readiness with which it decays, 
make it questionable whether its cheapness, as 
compared with other grades and other materi- 
als, is not often overestimated. 

The discovery, in almost every part of the 
country, of the raw materials from which good 
Portland cement is made, and the consequent 
rapid growth of mammoth cement mills, are 
bound to make cement plaster more available 
than ever before. The steady lowering in the 
price of Portland cement which has accom- 
panied the development of improved processes 
in America, has already made its cost very low 
as compared with the price formerly paid for 
the imported article. It must be admitted that 
there has been no small amount of prejudice 
aroused against the use of cement siding, be- 
cause of past failures. It must also be admitted 
that the problem of its use is not entirely solved 
to-day. It is a fact, however, that its use is 
understood well enough, and its success suffi- 
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ciently demonstrated, to warrant its use on 
innumerable costly buildings throughout the 
country. The manner of mixing, the proportion 
of parts, the coloring, the application and care 
of the walls after the plaster has been applied, 
make of it a problem which requires expert skill 
in handling. An inexperienced workman — 
unless he gives the matter the utmost careful 
study, and acquaints himself thoroughly with 
the methods of approved practice — will be cer- 
tain to come to grief, causing regret to the 




Fig. 90. Wall Section, Plutered Hoiuse, HUf-Timbei Effect. 



owner, and creating prejudice against cement 
as a siding material. 

The effects which may be obtained are vari- 
ous and interesting. Cement siding may be 
colored or left natural. It may be finished 
smooth like the ordinary sand finish of common 
plaster, or it may be stippled. Hough-cast finish 
is obtained by throwing pebbles mixed with thin 
cement upon the wall before it has had time to 
harden thoroughly. Cement siding may cover 
the house entirely; or it may be combined with 
wood, brick, or stone to form the wall. A very 
popular effect is obtained by using wood siding 



for the lower, and cement plaster for the upper 
part of the house. 

Artistic effects in English half-timbered 
houses ai-e due to the ease with which the spaces 
may be proportioned and arranged. Thei'e is 
an added advantage in the halt'-timbcr, in that 
the material in the smaller spaces is not so 
likely to check with the expansion and contrac- 
tion caused by atmospheric influences. 

Framing for Cement Plaster Houses. ^ The 
construction of the frame for a cement exterior 
differs but slightly from that for wood siding. 
Usually the sheathing is put on the outside of 
the studs (see Fig. 90). Upon this is tacked tar 
building paper. The furi'ing comes nest. The 
strips are y^. by TX/^, % by 2, or % by 2V^ inches, 
and are nailed vertically. They ai-e spaced 
twelve inches from center to center for the lath, 
ii'respective of the position of the studding. 
The thicker furring is used when more air space 
is desired than can be obtained with the thinner 
strips. 

That there may be plenty of clinches for the 
plaster, the wood lath are but one inch wide. 
They are the usual length, however, and the 
furring strips are spaced one foot from center 
to center, just as for metal lath. Fig. 91 gives 
sectional views of a plain plastered wall and of 
a half-timbered wall, showing details of con- 
struction. 

Window and Door Frames. Window framing 
for cement plaster houses should be set as de- 



tailed in Fig. 92, which shows the use of 
expanded metal lath secured to strips. This 
gives a better clinch for the mortal' than if the 
lath were stapled directly to the sheathing; 
besides, it creates an air space and provides a 
wider jamb at the windows, which is essential 
where large plate glass is used, necessitating 
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Fig. 91. Wall SectloiiB— OemoDt PUater Hanaes. 

heavier sash than for the common double- 
strength glass. It is a good idea to plow or 
groove out the comer of the frame so that the 
mortar will extend under the edge of the frame. 
The flashing of the caps may be put on in the 
usual way, and plastered over. Of coimje it 
would be much easier, so far as the plastering is 



concerned, to set the frames after the plastering 
is done; but this would not make so tight a job, 
especially as to the prevention of leakage at the 
top. The framework should be very substan- 
tial; otherwise settlement or vibration will 
crack the plastering. 




Tig. 92. Framlns for Windows, Cement Plmster HoitM. 



Caaement Window Construction. Fig. 93 
shows the consti-uction of an inward-opening 
casement; also the manner of making and 
appl^dng stucco to the exterior surfaces of frame 
walls. 

The only serious objection to the use of case- 
ment windows in general, is that it is very diffi- 
cult to make them proof against rain and wind; 
and with casements opening inward, the 
difficulty is much greater than with those open- 
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ing outward. This detail shows as simple a 
method as can well be employed in constructing 
an inwai'd-openin^ casement, though it is not 
always thoroughly weather-tight during driving 
rainstorms, when the house is in an exposed 
location. 

The frame is made out of two-inch stock, 
rebated for the sash, for outside blinds or storm 
sash. The channel at B on both jambs of the 
fi-ame, is for the purpose of catching any water 
that may beat in between the sash and the 
frame, and for conve^-ing it downward to the 
sill, on which it discharges in the manner indi- 
cated by the arrows at B. A filling piece A, of 
the same material and finish as the adjoining 
interior woodwork, is placed on the inner edge 
of the frame, so that none of the fi'ame will be 
exposed in the room. 

The sill is usually the weak point of inward- 
opening casements, owing to the fact that what- 
ever rebate is made for the sash, must neces- 
sarily have its lower edge on the inside of the 
window, so that any water which once enters 
between the lower rail of the sash and the sill 
will leak into the room. To prevent the water 
from entering at this point, an undercut drip 
is provided on the lower rail of the sash, so that 
any water which may trickle down the outside 
sui'face of the sash will drop to the sill from the 
lower edge; and the sill has a hollow in the 
raised portion just under the sash, for the pur- 




Fig. 93. Oaaement Window In Cement Plaster House. 



pose of casting off any water which may be 
driven against it in severe weather. 

The sill is rebated for the outside blinds^ 
and has an apron which is tongiied into it. 



The wall is frame, constructed in the usual 
manner of two by foui'-inch studs placed sixteen 
inches on centers, and doubled for jambs, heads, 
and sills of openings. It is lathed and plastered 
on the inside; and grounds G are set as a nail- 
ing for the inside finishing woodwork. 

The trim is moulded and hoUow-backed and 
mitered at angles, and has a face-mould. It 
finishes on wood plinth blocks of the same 
height as the adjoining base; and underaeath 
the window a moulded panel-back is provided. 
Walls should be plastered behind panel-backs, 
but the finish coat may be omitted. Panels 
should be set loose to allow for expansion and 
contraction, and the mouldings should be nailed 
to the stiles and rails of the panel-back. Also, 
the joint of panels with the stiles and rails 
should be so constructed that the panel may be 
readily removed by taking off the moulding. 
This is very essential, as panels frequently need 
replacing, owing to cracks and warping. 

In order that the wall may be plastered 
behind the panel-back without increasing its 
thickness, the studs between the floor and the 
sill are three by four inch, set flatwise. 

The exterior of the wall is sheathed with 
matched boards sm-faced on one side, and is then 
covered with waterproof building paper, well 
lapped and tacked. Tlie surface is then furred 
with one by two-inch strips placed twelve inches 
nn centers and well nailed. Metal lath is then 
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applied, well lapped, stretched, and stapled to 
each furring strip. 

To this lath the first coat of stucco mortar is 
applied, and it should be well troweled under 
pressure to secure a good "key" on the lath. 
A good mortar for this coat is made of one part 
domestic Portland cement, one part shell lime, 
and five parts of clean sharp sand. This coat 
should be allowed to dry slowly, and, if neces- 
sary to accomplish this, should be frequently 
sprinkled with water through a hose having a 
fine sprinkling nozzle, for the first twenty-four 
hours. The surface should be lightly scratched, 
so as to provide a "key" for the second coat. 

A good mixture for the second or finish coat 
is made in the proportions of one part domestic 
Portland cement, one part shell lime, and five 
parte of clean white marble dust. This dust 
should not be the refuse of a marble quarry, 
but should consist of clean white marble spe- 
cially ground for stucco work. This coat should 
be allowed to dry slowly, being dampened if 
necessary, similarly to the undercoat. 

It is essential that the casings, cornice, base, 
and beltings be so made that the plaster shall 
be keyed to it. Strips of wood for the English 
half-timber effect are beveled on their edges 
as indicated in Figs. 90 and 91. Casings may 
be similarly beveled on their outer edges except 
the head, which is tinned so as to turn the water. 
A more common method of making casings is to 
run a moulding entirely aroimd the casing. 
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allowing it to project over the outer edge about 
five-eighths of an inch. Such casings have an 
"apron" similar to that used on the inside. 

Metal and Wood Lath. The question of the 
relative merits of metal and wood lath is one 
that does not seem to be fully settled. In fact, 
both metal and wood have their advantages and 
their disadvantages. Time -will tell. At pres- 
ent both are used in about equal proportion, 
each having advocates with very decided 
opinions. 

The advantage most frequently urged in 
behalf of metal lath is its rendering the wall 
fii-eproof. Its greatest disadvantage is its lia- 
bility to rust. This disadvantage, it is claimed 
by manufacturers, is overcome by having the 
lath back-plastered so that the meshes are com- 
pletely embedded. This does not fully protect 
the metal, however; and to overcome the diffi- 
culty, metal lath galvanized or coated with pro- 
rtective paint is being placed on the market. 

The advantages and disadvantages of wood 
lath are too well known to the reader to need 
repeating. The poor quality of the lath now 
generally found on the market, which is becom- 
ing poorer from year to year, and their Uability 
to shrink, warp, and buckle, render them far 
from ideal. The decrease in their width, with 
the consequent more frequent clinches, and their 
cheapness, have served to keep wood lath to the 
front in the outlying districts where fireproof- 
ing is not so much insisted upon. 
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Cement Plaster — How to Mix and Apply. 

Many manufactui'ers of cements provide direc- 
tions for the proper proportioning of their ma- 
terials. It is taken for granted that their 
directions are the results of experiments and 
observations with their products, and they 
should therefore be considered reliable. 

The following, from the annual report for 
1904, of the Ohio State Geologist, wUl be of 
interest: 

First coat, one-half inch thick. For best results, the 
wall should be furred off with strips put on vertically 
twelve inches apart and well nailed. On these, fasten 
firmly metal lath. Add fiber to the mortar for lath work. 
Wet thoroughly the surface to be plastered. Mix one part 
of non-staining Portland cement with two parts medium 
sand, one part fine sand and one-half part lime flour. 
"When this coat has set hard, wet the surface thoroughly, 
and apply the second «oat with a wooden float. 

Second coat, one-quarter inch thick. Mis one part 
cement as above, one part fine sand, and two parts 
medium sand or crushed granite. Before the second coat 
has set hard, it may be "joined" to present the appear- 
ance of stone work. A small addition of lime flour 
increases the adhesion of the mortar. 

The finished surfaces should be protected for at least 
two weeks with canvas curtains or bagging saturated with 
water. 

Defects are liable to appear on cement plastered walls, 
(1) if too much cement is used; (2) if not applied with 
sufficient moisture ; (3) if not troweled sufBciently; (4) if 
not protected from variations in temperature and 
draughts of air. 



To this a promment manufacturer of metal 
lath adds: 

In some sections a departure from this specification 
has been found preferable. It is the practice in the New 
England Statta, for instance, to staple metal lath directly 
to the studding, and then plaster with one heavy coat of 
Portland cement and lime mortar mixed, using one barrel 
flf beat Portland cement and three casks of hair and lime 
mortar made up in the usual manner, as if it were to be 
applied to wood lath. The lime mortar to be divided into 
batches so that the Portland cement can be added in small 
quantities just before using, that the cement may not have 
' time to harden or set before the plasterer can use it. 

After this coat has hardened sufBciently, it is back- 

Klastered on the key formed by the first coat, putting thia 
a ck- pi aster coat on with the same kind of mixture as the 
^irst coat on the outside, and covering the lath by at least 
le-half inch. 
After these two coats have hardened sufficiently and 
dried out, the second or finish coat can be put on, either 
ly slapdashing, or putting on one lieavy coat with trowel 
bish, or applying any of the various attractive finishes 
Vhich are possible by the use of cement. 

The mixture of thia final coat depends on the kind of 
finish desired; but it is usually made with one barrel of 
Portland cement to two barrels of coarse, sharp sand. If 
a light color is desired, a hodful of lime putty is added to 
the mixture; or, if a very rough finish is wanted, a propor- 
tion of pebbles or crushed stone is mixed with the sand 
»nd cement. It is difficult to give a certain formula for 
the finishing coat, as nearly every plasterer or architect 
s his own ideas as to this finish. 

The specification last mentioned is the one 
generally used on the cheaper grades of houses, 
from $5,000 to $7,500. On the higher grade of 
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^H work, the plastering is done in four eoats;^^ 
^H There is first a scratch coat, which simply fills 
^M the meshes of the lath; second, the backing-up 
^H coat on the inside; third, what is called the 
^H brown coat, which is a heavy coat applied 
^B directly to the scratch coat, and which is fioated 
^m or brought up to a straight, smooth surface, and 
^H left somewhat roughened to receive the final 
^B coat. The brown coat is often omitted on the 
^M cheaper class of houses. It is usually mixed 
^B with one barrel of Portland cement to two bar- 
H rels of sand, and a hodful of putty. 
^H It may be added that improper gauging of 
^B cement and lime often causes an uneven color. 
^H Experienced plasterers overcome this easily. 
^m One who has done much of this says he thins 
^H down his lime putty so that it is so watery as 
^H to be used in mixing the cement. 
^M The accompanying table shows the area 
^M which can be covered by one barrel of Portland 
^^ cement mortar of various mixtures, with coats j 
^m of various thicknesses. ^^H 

^M ABEA OOVESED BT MOSTAS. ^^^| 
^^B Mortar Produced from Ooe BarTel of Portland Cement Mortar (J^^^^ 

^1 cu. (t. Cement Paste). (No Lime) ^ 
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Finishes and Tinting. A great variety of 
finishes is possible. The stippled effect is very 
pleasing; also the effect obtained by throwing 
small pebbles at random into the plaster before 
the second coat has set. An effective rough 
cast is obtained by mixing cement and water at 
a thick iiuid consistency, and then adding fine 
washed gravel, screened through a %-inch-mesh 
screen. When mixed it is ready for applica- 
tion, and may be applied as a third coat on a 
rough-coated surface, or directly to a scratch 
coat. The result is most pleasing to the eye, 
and for a good wearing surface there is none 
better. 

The color effects obtained with cement are 
many and are beautiful. Most of these effects 
are obtained, however, not as might be sup- 
posed, by mixing the dry colors in the cement, 
but by painting the cement after it has become 
dry and hard. There are two veiy good reasons 
for not mixing the colore in the cement. Fii-st, 
it is almost impossible to mix the mass so that 
it will dry with an even or uniform color. Sec- 
ond, most coloring matters weaken the cement. 
No coloring containing acids or an^'lhiug that 
will act upon the alkalies in the cement, can be 
used; and vegetable or oil colors impair the 
strength of the cement. 

The accompanying table indicates the min- 
eral coloring materials which may be used for 
giving various colors and tints to cement mor- 



tar, and the proportions of coloring man 
cement. 



MATEBIALS OSED tN OOLOBDfa UOBTABS. 



GrM. 

BUck 

BUck 

Bins 

Brisht Red. 
Stndltone.. 
Violet 

Yellol'orBuff 



Qerman town Lkidd Black 

MsQuneie Dioxide 

EicelgloT Cvbon Black 

DltramarlDe 

(Tlttunuine OtBan 

Inm Oxide 

PomnUD or Ensllih Red 

Ked-Porpla Oxila of Iron 

Violet Oxide Dt InoD 

Roasted Iron Oxide or BrawD Ocber. 
Yellow Ochor 



FRAMING FOB VENEER AND MASONRY 
HOUSES 

Various types of masonry veneer construc- 
tion have frequently been employed in many 
parts of the country, especially in the East, and 
have gained much popularity. Brick veneer has 
been most used, though of late years concrete 
blocks and tile have come into use for veneer- 
ing purposes to some extent. The advantages 
of any of these systems over the solid masonry 
wall, for residence work, seems to be a lower 
first cost and a drier wall; while as compared 
with all-frame construction, the veneer is 
warmer, more durable, and presents a more 
dignified appearance. 

Brick Veneer Wall Construction. In the 
main, the timber framing to be used with brick 
veneer construction is identical with the best 
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practice for all-frame houses. A number of 
points, however, require special attention. The 
relation of the masonry veneer coat to the stud- 
ding, and the proper bonding of the masonry 
and framework, one to the other, is one of these 
points. 

Consider a house which is to be constructed 
of a wooden frame, sheathed diagonally with 
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Elevatioh or Vcnurco Wall 
Fig. SI. Brick Veneer Wall Conatnictioii. SbowlnK Bonding. 

inch boards and finished with a brick facing of 
veneer of 4 inches. In order properly to veneer 
the wooden or timber work, it is necessary that 
the frame should be kept at least 6 inches from 
the outside face of the foundation wall. A 
water-table course of stone should be carried 
around above the cellar absolutely level, in order 
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to support the upper structure of brick. 

fore the foundation wall must not be less than 

20 inches thick. 

The water-table having been set and the 
frame erected to the exact measurements, the 
first five coiuwrs of brick may be laid all the 
way around, as shown in the elevation, Fig. 94. 
After this is done, wire wall-anchors of the 
shape indicated upon the plan (which, by the 
way, can be purchased at any hardware store) 
are driven into the sides of the studdings 16 
inches apart, and laid flat on the top of the bed 
recourse so as to tie the brickwork firmly to the 
wooden frame. At the comers, the anchors 
should be plentifully used. 

Should it not be desirable to use the anchors 
and it is found necessary to make a stronger 
wall, a course of brick headers, English bond, 
may be introduced on the sixth course, allowing 
the headers to pass through the thickness of the 
studdings and filling up the space between thei 
as at AB and CD, with the rough brick, 
method gives practically an 8-inch wall, 
makes a warmer house, as old brickbats can 
used to great advantage. Should a Flemish 
bond of headers and stretchers be employed, 
then the bricks should be placed as indicated 
by the dotted lines shown in the plan. The 
thickness of the anchors desired must not be 
excess of the brick mortar joints. 

Should the building be of concrete, veneei 
with brick, it will be necessary to lay up i 
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Hnckwork first, before backing-up of the con- 
crete. All measuremeuts must be carefully 
watched so that the siUs, lintels, bond courses, 
etc., may be at their proper heights and levels. 
The same rules apply to backing-up with rough 
rubble stonework; but it is better to build the 
stonework firet, and, by driving hook anchors 
into the variegating joints, obtain a fastening in 
the brick veneer. 

Air-Spaces and Bonding. One of the prin- 
cipal boasts made for the brick veneer type of 
house is concerning its warmth and dryness. 
This comes from the ample dead air-spaces. A 
double air-chamber is made by leaving an air- 
space between the brick and the sheathing. 

Fig. 95 shows in sectional detail how this is 
done. It is a good idea not to crowd the brick 
close to the sheathing; better set off an inch or 
the thickness of the blind stop, and make the 
same wide enough to lap onto the sheathing. 
However, the building paper should be put on 
first; and then, after the window-frames are set, 
it is a good idea to nail a couple of lath an inch 
or so back of the blind stop, and fill in with 
mortar, pressing the same in firmly. This can 
be done at the time the brick are being laid, with 
practically no loss of time. 

The hollow space serves a double purpose, 
as it affords a dead air-space, and at the same 
time allows some leeway in correcting uneven- 
ness in the framework. It is also a good idea 
to cut-in pieces between the joist and studding 
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The anchoring of the brickwork to the 
sheathing should he done by stapling wire to the 
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sheathing opposite the studding and about every 
sixth course apart. The wire should be left loose 
enough to reach out half the width of the brick, 
and to be well bedded into the mortar joint. No. 
11 wire should be used. 

Window-Framing in Masonry Walls. How 
window-fi'ames are set, and the woodwork finish 
attached in masonry walls, is well illustrated 
in Fig. 96. It shows a easement window open- 
ing outward in a thirteen-inch brick wall. This 
type of construction is about the cheapest that 
can well be employed, excepting of course that 
the moulded work and other featm-es which are 
provided for appearance only may be greatly 
simphfied. These features are subject to con- 
siderable modifications as the taste of the archi- 
tect or builder dictates. 

The window opening is spanned on top by 
a flat stone arch, the blocks of which are cut 
with a camber of one-quai*ter of an inch and set 
with a camber of one-eighth of an inch to every 
foot of span. Flat arches set in this manner 
give a much better effect than when set per- 
fectly flat, inasmuch as the arch appears to sag 
in the center when the sofBt is perfectly straight. 

Back of the stone arch, a rowlock arch is 
turned over a wood center, and supports the 
inner two-thirds of the wall over the opening. 
These rowlock arches are segmental in form, 
and are built of brick set on edge; and one row- 
lock is provided for every foot in the width of 
K the masonry opening. All rowlocks should start 
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at a brick impost cut to a line corresponding 
with the radius of the arch; and the key bricks 
of the lower rings should not be set until the 
upper rings are ready for their key bricks. 

The masomy jamb of the opening is built 
straight, and the wiudow-fi'ame is secured in 
place by means of a lug which is left on the 
jamb of the fi-ame and built into the masonry 
as the walls are carried up about same. This 
lug also serves as a wind stop. 

The stone sill of the opening is cut so as to 
lay up accurately with two courses of brick- 
work, and is tailed into the masonry under each 
brick impost. The sill is cut with a wash, and 
has a lug or raised seat at each end to receive 
the brick imposts. On the under side of the 
projecting part, a water drip is cut. The stone 
sill should extend under the wooden sill at least 
two inches. 

At the top, Fig. 96 is a vertical section show- 
ing the construction at the head of the frame. 
The trim is mitered, put together with slip 
tongues, and glued. The head lining is tongued 
into a piece of finishing wood on the inside of 
the frame head. 

Below is a horizontal section showing the 
construction at the jamb of the frame. The 
frame is moulded, and, where it abuts the stop 
bead, a channel is provided to catch any water 
which may beat in between the sash and frame 
dining stormy weather. This channel conveys 
the water down, and discharges it on the sill. 



The trim is moulded, built up, and hollow- 
backed, and has a feather-edged back-band. 
At the bottom is a vertical section showing 
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the construction at the sill of the frame. Thff 
inside stool is tongued into the wooden sill, 
extended into the room, and provided with 
brackets. The apron is moulded, and has 
returned ends. A small mould is provided in the 
angle formed by the intersection of the stool and 
apron. A water nose is cut on the imder side 
of the bottom rail of sash. 

Furring Strips, Lath, and Plaster. The 
inside of the wall is fui'red with one by two-inch 
strips placed sixteen inches on centers to receive 
the wood lath. Where expanded metal lath or 
galvanized wire lath is employed, the fiuring 
strips should be set not over twelve inches on 
centers. The furring and lathing are frequently 
omitted, and the plaster applied dii'ectly to the 
brickwork. In such cases, the joints of the 
masonry are raked out about one-half inch, so 
as to give a clinch to the plaster; and the entire 
inner sui'face of the wall, before the plastering 
is applied, is given a coat of damp-resisting 
paint so as to prevent moisture from penetrating 
the wall and staining or discoloring the plaster. 
Wlien the fiirring and lathing are omitted, wood 
bricks are built into the wall for a nailing for 
the wood finish. 

Another method employed when it is desired 
to omit the furring and lathing, is to make the 
inner four inches of the wall of hollow brick, 
the hollow spaces in the bricks providing an air 
space which prevents moisture from pene- 
trating. 






Framing for Fine Casement Windows. Fig. 

97 shows a somewhat better form of construc- 
tion than that just described, for casement win- 
dows opening outward in brick walla. It has 
been designed with a view to show only a nar- 
row margin of wood frame about the sashes; 
and for this purpose the masonry opening is 
rebated to receive the bulky part of the frame. 

The wall, which is sixteen inches in thick- 
ness, is of brick, and the opening is spanned on 
the top with a flat arch of brick ground to the 
proper radius. Back of this face arch, a row- 
lock relieving arch is turned over a timber back 
lintel; and the space between the top of the 
lintel and the soffit of the relieving arch is filled 
in with brick, and is known as the core of the 
arch. When the head of a window extends 
nearly to the ceiling of the room, it is necessary 
to provide a steel or cast-iron lintel, instead of 
the timber lintel and relieving arch, to support 
the ends of the beams. 

A stone sill is provided at the bottom of the 
opening, and is cut with a wash so as to pitch 
off water, and at each end has raised stools or 
lugs to receive the brick imposts. It is tailed 
into the masonry four inches at each end, 
extends under the wooden sill at least two 
inches, and has a drip cut on the under side of 
the projecting portion. 

The window-frame is made from three-inch 
by three-inch stock, rebated for sash, and 
plowed for jamb and head linings. It is set 
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in the masom-y rebate, and is anchored in place 
by means of galvanized wrought-iron anchors 
of the form shown, screwed into the frame and 
built into the joints of brickwork. 

The wall is furred on the inside with one- 
inch by two-inch strips set sixteen iuclics on 
centers; and to these strips are nailed grounds 
for base, trim, etc., and %vood lath for plaster- 
ing. When expanded metal or wire lath is used, 
the fui'iing strips should be set twelve inches 
on centers. 

The trim is moulded and worked out of one- 
inch by foui'-inch stock, and has a plain back- 
hand, a face-mould, and a small wall-mould. 
WaU-moulds should he small enough to be pli- 
able so as to fit the unevenuess of the finished 
plaster. The tiim finishes on a moulded stool, 
tongued into the wooden sill and finished with 
an apron. Where deep jambs occur on the 
inside of ivindows, paneled head and jamb 
linings are preferable to the plain linings shown. 

Use of Temporary Frames during Construc- 
tion. In important work it frequently happens 
that the window-frames are not built in as the 
walls are carried up, because of the danger of 
damaging them by hauling in materials through 
the windows. In such cases, rough timber bucks 
about two inches by four inches are built into 
the masonry, and the frames are set and nailed 
to the bucks after all the rough struetui'al work 
of the building is completed. The heads and 
sills of the bneks are allowed to project three 







' VERTICAU aeCTIOM AT SILL 
Hg. 97. CaMment Window in 16-Inch Bdck WalL 

or foiiT inches over the jamb bucks; and the 
projecting portions are built into the masonry 
so as to securely anchor them in place. 



The sashes arc channeled at X so 
any water which may beat in between the sashes 
and fi'ame dui-iDg drivuig rainstonus will be 
caught and conveyed to the window-sill. The 
lower rail of sash has a lip and undercut to pre- 
vent water from entering at that point. 

The wooden sill should be well bedded in 
mortal-; and any spaces about frames should be 
wind-proofed by calking with oakum or filling 
with mortar. The sizes given for sashes and 
frames are suitable only for ordinary windows, 
i^or larger windows, both frame and sash would 
have to be increased in size; or, if this would 
be objectionable, would have to be made of 
hardwood. In any case, the stiles and rails of 
casement sashes have to be larger than for the 
sashes of a corresponding double-hxmg window, 
for the reason that there is a greater strain on 
them, owing to theii* being hinged on the side. 
For the same reason, it is preferable to bed the 
glass in putty and secure it in place with wood 
beads, rather than to use putty only. 

A casement window opening outward in a 
sixteen-incb brick wall is shown in Fig. 98. It 
is such as would be used in the better class of 
work, and the dimensions of the members are 
about right for an ordinary size window. For 
larger ^vindows, the frame would have to be 
increased in size, and the sashes made of cherry 
or other suitable hardwood, rather than the 
dimensions of stiles and rails increased, which 
would be objectionable in that it would show too 
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uch wood. The thieknesa of sashes, however, 
should be increased. In any case, the dimen- 
sions of stiles and rails for casement sashes are 
greater than for double-hiuig sashes in win- 
dows of similar size, owing to the greater strain 
on them caused by their being hinged on one 
side. 

The frame shown is built as the masonry 
walls are carried up, in a rebate formed in the 
wall, so that too much of the frame will not be 
exposed to view; and is secured firmly in place 
by means of lugs housed into the jamb and built 
into the brickwork. All spaces between the 
frame and the brickwork are calked so as to be 
wind-proof, the calldng consisting of oakum 
well compacted and plastered over, or scratch- 
coat mortar slushed in when the plastering work 
is being proceeded with. Calking should never 
be omitted in important work. Frames, after 
being built in, should be well protected with 
boarding so as to prevent them from being dam- 
aged in passing materials through the openings. 

The interior treatment of the window open- 
ing is, of course, subject to iimumerable modifi- 
cations, as the taste of the architect or owner 
dictates and purse affords. The architrave 
shown is quite effective, and not so costly as 
the finished effect implies. The trim is moulded 
and worked out of seven-eighths-inch material, 
and is blocked at the back to make it heavier 
in appearance. A moulded back-band adds to 
its maasiveness; and a small flexible wall-mould 




covers the junction with the plaster work, and 
is easily bent to follow the luievenness of the fin- 
ished plaster. 

The exterior of the window consists of brick 
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impOBts showing a three-inch reveal, a stone 
lintel spanning the top of the opening, and a 
stone sill across the bottom. The sill has a bed 
of five inches, a projection of two inches, a thick- 
ness equal to two courses of the face brickwork, 
and a length sufficient to tail four iuches into 
the masonry at each end. The upper surface 
has a wash and stools at either end, and the 
projecting portion has a drip cut on the xmder 
side. 

The inside of the wall is furred with one- 
by-two-inch strips, indicated by F, to which 
grounds G and lath ai-e applied. The head of 
the window has a paneled head lining tongued 
into the finishing woodwork which is provided 
to cover the rough frame. At X, on the top rail 
of the sash, a channel or gutter is provided to 
catch any rainwater which may beat in between 
the sash and the head of the frame. This 
channel is continuous across the head, and con- 
veys the water to a similai* groove on the 
sash stile. 

Inward -Opening Casement Windows. Fig. 
99 shows a very successful method of construct- 
ing an inward-opening easement so that it will 
be proof against wind and rain. 

The jamb of the frame is set in a rebate in 
the masonry wall, and has a semicircular groove 
cut in its outer edge for a corresponding semi- 
circular tongue on the stile of the sash. The 
sash tongue fits snugly into this groove, and 
makes a perfectly weather-tight joint. This 



form of construction requires that the hinges 
or butts shall be set so that their pins are from 
one-quarter to three-eighths of an inch inside 




Fig. 99. Storm-Pro of Inward-Opening 
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of the inner surface of the sash, so that when 
the sash is opened it will turn on a center suffi- 
ciently away from the sash to thi'ow the sash 
slightly into the room and prevent binding at 
the tongue and groove. 

The head of the frame has a double rebate, 
and the top rail of sash a single rebate, to 
exclude the weather. 

The joint of the sill and the bottom rail of 
the sash in inward-opening casements is a par- 
ticularly difficult one to make weather-tight, 
and we know of no better way of constructing 
it than that shown in the illustration. Windows 
constructed in this manner have remained tight 
through driving rainstorms. 

A moulded member is placed over and 
tongued into the top inner edge of the wood sill, 
and is rebated for the bottom rail of the sash. 
This member for its entire length has a semi- 
circular groove or gutter in the rebate, as shown, 
to catch any water which may beat in at the 
junction of the sash and sill. At intervals of 
about one foot, reamed holes are provided fi'om 
the gutter to the outer surface of this strip, as 
indicated by the dotted lines in the illustration, 
Fig. 99, to carry away and discharge on the sill 
any water which may accumulate in the gutter. 
The holes should be reamed perfectly smooth, 
and painted; and the joint of the sill and the 
member immediately over it should be made in 
white lead. 

The bottom rail of sash is rebated, and on 
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its outer face has a diip-mould let in and joined 
in white lead. This mould, under ordinary con- 
ditions, will prevent water from entering imder 
the sash. In driving rainstorms it may not 
prevent a little water from working in; but any 
such water will be caught at the undercut drip 
on the bottom surface of sash, and will drop 
into the gutter in top member of sill. 

A small moulded staff bead covers the joint 
of the masonry and the window-frame; and all 
interstices about the frame are calked with 
oakum, as indicated, so as to be wind-proof. 
Jamb and head linings are tongued into the 
frame, and, where deep inside jambs occxu-, are 
better paneled. 

The tiim is worked out of seven-eighths inch 
material, moulded and hollow-backed, and pro- 
vided with face-mould, back-band, and small 
flexible wall-mould. Joints at angles are mitered 
and put together with slip tongues, glued, and 
screwed. In the better class of work, the trim is 
put together at the carpenter shop; and all sm-- 
faces, including backs, edges, ends, splines, and 
faces, are primed. It may then be brought to the 
building without risk of damage through the 
dampness in the atmosphere or at the building. 

The trim is carried to the floor, and finishes 
on moidded wood plinths. The inside recess of 
the window is carried to the floor, the masonr}- 
wall being made foitr inches thinner under the 
window. A stool and apron are provided, but- 
ting into the jamb linings; and the base breaks 



around the recess, thus forming a plaster panel- 
back. This plaster panel-back may be painted 
or grained to match the adjoining woodwork, 
and the effect of a wood panel secm-ed. 

The opening in the masonry wall has a stone 
sill and lintel, and the inside of the wall is furred 
with one-inch by two-inch strips. Orounds G 
are set wherever requii-ed for a nailing for the 
interior finishing woodwork. 

Framing for Casement, Screen, and Blind. 
Fig. 100 shows the construction of an inward- 
opening casement window in a brick wall, with 
insect screens placed outside of the sashes, and 
with blinds placed outside of the insect screens. 
It is also arranged so that when the screens are 
removed in winter, storm sashes may be installed 
in their place. 

The &ame is set in a very slight rebate in the 
masonry wall, and is secured in place by means 
of the lug on the jamb of the frame. This lug 
is built in as the brickwork is carried up. 

The window-frame is rebated for the sash, 
and is also rehated for a tongue on the edge of 
the sash. This tongue is quarter-round, to allow 
for the play of the sash when opened. The 
jamb lining is tonguod into the frame, and should 
be placed sufficiently back from the jamb of the 
frame to allow for the window-shades, which, in 
the case of inward-opening casements, are placed 
on the top rail of the sash. 

The top edge of the saah is slightly beveled 
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80 that there will be no chance of it striking the 
transom bar when being closed. 

The sill construction is similar to those shown 
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previously, with undercuts and drip-mould to 
prevent the entrance of rain T\-ater at the joint 
of the sash and sill. This joint is usually the 
weak point of inward-opening casements, but, if 
constructed in the manner shown, will resist 
driving rainstorms. The inside stool is rebated 
over the sill. 

The transom sash, which is hinged at the bot- 
tom and swings in at the top, is rebated over the 
transom bar and provided with a di-ip-mould 
similar to the lower sashes. The top edge of 
the sash is shghtly beveled to allow for the up- 
ward throw of the sash when being opened. The 
transom bar is moulded, and has an undercur- 
rent just below the transom sash to cast off any 
water which may be driven against the joint 
[(see Fig. 101). 

' The meeting rails are rebated and beveled, 
and have inner and outer astragals or cover- 
moulds. At X the sash is grooved to catch any 
water which may work partly in at the joint. 

The window-fi-ame is rebated on the outer 
idge for the mosquito screen frame, which is se- 
cured in place by means of brass lag screws. 
These screws are so ari'anged that they may be 
used to secure storm sashes in place when the 
icreens are removed in winter. When the storm 

ihes are in place, the blinds cannot be op- 
erated from the inside; so they must remain 
open, imless the blinds are fitted with a device 
to open them from the inside of the house. 

There are several of these opening devices 



on the market, and they consist of a worm-gear 
apparatus which opens the blinds hy the turn- 
ing of a crank within the room, and without the 
necessity of opening the sashes. These devices 
are thoroughly practical and very useful, even 
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Fig, 101. SecUon at Tiansom. 

in cases where they are not absolutely necessary 
They permit of opening and closing the blinds 
in stormy weather without opening the window 
and subjecting the person and the room to the 
storm. 
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The screens are rebated, and hinged at the 
side to open in. The opening in the frame at A, 
bottom of Fig. 100, is covered with netting and 
allows any water which may come through the 
screen to pass out over the sill. The transom 
screen is stationarj'. 

Figs. 100, 101, and 102 respectively show sec- 
tions through the head, jamb, and sill; trangom 
bar; and meeting rails. 





Fig. 102. Section at IMeetlnc EeiUs. 



Casement Bay Window Construction. Fig. 
103 shows a baj'" window in a stone wall, with 
sashes of the inward-opening casement type. 
The bay window is entirely within the thickness 
of the wall, as shown in the plan. 

The wall is constructed of random-couraed, 
roughly squared local stone, with cut quarry 
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stone sill and lintel. The sill is c 
and with stools at either end, is tailed into the 
masonry at each end, and extends to within two 
inches of the inner face of the stone wall. The 
masonry jambs of the opening are straight, and 
the frame is secured in place by means of lugs 
left on the ends of both head and sill, and built 
into the stonework as the walls are carried up. 
This requires very careful calking of all crevices 
about the fi*ame, so as to make a wind-proof job. 
The sashes arc shown glazed with leaded glass. 

The figured dotted lines in the elevation of 
the window indicate the cuts at which the vari- 
ous detailed sections are taken, the figures on 
the former designating the detail with the cor- 
responding number. 

A vertical section (187) is taken through the 
head of the window, and shows the top rail of 
the transom sash beveled on the edge so as to 
allow for the slight throw upward when the 
sash, which is hinged at the bottom, is opened. 
The inside soffit of the window is paneled. The 
frame is rebated for the sash, and the outside 
casing is moulded as shown. 

A vertical section taken through the transom 
bar of the window is given at 188, and shows 
the transom sash and bar with a rebated joint, 
and the sash with an undercut. The transom 
bar is also rebated for the casement sash, and 
has an xmdercut on the projecting portion. A 
moulded member of finishing woodwork covers 
the transom bar on tlie room side. 




Fig 103. Inward-Opening Casement Bay. 



A vertical section (189) is taken through the 
sill of the window, and shows a method of con- 
struction similar to those already illustrated. 
The stool is tongued into the sill, and the sill and 



aash are rebated. The sash has two undereuti 
and a let-in drip-mould, to make it weather- 
proof. The sill has a channel to catch any water 
which may beat in under the sash ; and this chan- 
nel discharges the water through the reamed 
holes, indicated by the dotted lines, onto the sill 
outside the sash. , ^ 

A horizontal section (190) is taken through 
the mulUon of the bay window, and shows it of 
light constiTJction and rebated for both sashes. 
The rough mullion is covered on the room side 
by a moulded member, and on the outside has 
beaded edges and a cover-mould which miters 
with a portion of the outside casing. 

The hinged stile of the sash is rebated and 
tongued, and the lock stile of the sash is rebated 
and grooved. 

A horizontal section taken through the jamb 
of the window is shown at 191. The trim is 
moulded and hoUow-backed, and has a back- 
band and waU-mould. Tlie jamb lining is 
tongued into the moulded inside casing. The 
wall, on the inside siu-face, is furred, lathed, and 
plastered; and grounds G are set as shown. 

Pivoted Casement Windows. A pivoted 
casement window in a 16-inch brick wall is pre- 
sented in Fig. 104. The sash is pivoted on a 
horizontal axis. Pivoted casements should not 
be used in locations exposed to severe driving 
rainstorms, as it is practically impossible to 
make them weatherproof, especially at the 
pivots. Vertically pivoted easements do not of- 
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great a resistance to storms and cold as do 
the horizontally pivoted easements. 

The frame is cut out of 214-iiich stock, 
moulded, and tongued for inside head and jamb 
linings. The masonry opening is constructed 
with straight jambs, and the frame is secured 
in place by means of lugs on the jamb of the 
frame, which ai-e built into the masonry as the 
walls are cai-ried up. The section through the 
jamb is similar to the section through the head 
of the window. The lug which is indicated there 
by the dotted lines occurs only on the jambs and 
not on the head, and is only shown in the top part 
of the figure to indicate wherein the head and 
jamb sections differ. 

This section at the top (Fig. 104) shows the 
head lining tongued into the rough frame, and a 
cover-mould in the angle of head lining and 
fi-ame. The furi-ing on the inside of the wall is 
of 1 by 2-inch strips placed 16 inches on centers 
for the wood lath, or 12 inches on centers for ex- 
panded metal or galvanized wu-e lath. Grounds 
G are set wherever requii-ed for a nailing for the 
interior wood finish or as a gauge for plastering. 
The trim is moulded and hollow-backed, and has 
a back-band and a small wall-mould. This wall- 
mould follows aci'oss top of base and across top 
and bottom of chau- rails where such occur. 

The masonry opening is spanned on the ex- 
terior by a stone lintel, and back of this a timber 
lintel. A brick relieving rowlock arch is turned 
over the timber lintel, one rowlock being pro- 





Fig. 104. Pivoted Casement Window, 
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vided for every 18 inches in the width of the 
opening, but at least two rowlocks being pro- 
vided for all openings. 
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In the middle portion of Fig. 104 is illustrated 
a vertical section taken through the window at 
the axis of the sash ; it shows the window closed, 
by the solid lines; and open, by the broken or 
dotted lines. The outside and inside stop beads, 
marked C and D, are cut at an angle of 45 de- 
grees at A and B; and half of each stop bead is 
fastened on the frame, and the other half on the 
sash, as indicated by the dotted lines which show 
the sash open. 

The projecting part of the jamb of the frame 
between the two stop beads X is cut away be- 
tween the horizontal dotted lines, shown a little 
above A and a little below B, to allow the sash 
to turn. 

At the bottom in Fig. 104 is shown a vertical 
section taken through the sill of the window; 
it shows the joint of sash and sill rebated. The 
stone siU is cut with a wash, has stools at either 
end, and extends under the wood sill two inches. 
The inside is finished with a stool and a moulded 
panel-back. The fuiTing, lathing, and plaster- 
ing are cai'ried in back of the panel. The trim 
extends to the floor, finishing on moulded stools. 

A pivoted window in a sisteen-ineh brick wall 
is illustrated in Fig. 105. The sash is center- 
pivoted at top and bottom, and set in a rebated 
frame two and a-quarter inches thick. 

The masonry opening is spanned on top with 
a flat stone arch, the key of which projects be- 
yond the face of the wall. Back of this arch, a 
steel lintel consisting of two 3 by 4-inch angles 
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is provided to support the masonry. The inside 
of the wall is furred with two-inch ribbed full 
porous terra-cotta blocks, to which the plaster- 
ing is applied. Grounds G for the wood finish 
are nailed to this fun-ing, which, being full 
porous, readily receives and holds a driven wire 
or cut steel nail. 

The joint of the wood frame and the masonry 
is covered with a moulded staff bead. The in- 
side head and jambs are lined with seven- 
eighths inch material tongued into the frame. 

Small wood moulds cover the joints between 
the sash and the frame, both on the outside and 
the inside, so as to make it weather-tight, form- 
ing a rebate, as shown. As part of the sash opens 
outward, and the other half into the room, these 
moulds are fastened to the frame in some places, 
and to the sash in other places. 

At the head, the mould on the outside of the 
window has half its length fastened to the left 
side of the sash, as at the dotted lines A; and the 
other half is fastened to the frame. With the in- 
side mould at the top of the window, the reverse 
is the ease, the mould having half its length fast- 
ened to the right side of the sash. This is also 
the case with the inside mould at the bottom of 
the window, except that this mould is cut as at 
B, and then slit horizontally as indicated by the 
dotted lines at C. 

The projecting member of the frame at D is 
cut away on the dotted line for the distance in- 
dicated by F, so that the ends of the mouldings 




Fig. 105. FlTOted Casement Window. 



which are fastened on tlie head of the sash and 

project above it will clear the frame at this point. 

In Fig. 105, the upper portion is a vertical 

section, showing the construction at the head of 
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the window. The middle part is a horizontal 
section through the window, and shows the posi- 
tion of the sash when opened and when closed. 
The lower part is a vertical section, showing the 
construction at the sill of the window. A drip- 
mould is let into the lower rail of the sash to keep 
water away from the joint at the sUl; and, to take 
care of any water which may pass this obstruc- 
tion, an undercut is made in the bottom of the 
sash over a channel cut in the sill. This catches 
any water which may beat in; and reamed holes 
at intervals convey the water from the channel 
to the sill, as indicated by the dotted lines and 
the arrow. The inside stool of the window re- 
ceives the trim, is moulded on the edge, and is 
tongued into the sill. Under this stool an apron 
is provided. 

The stone sill is cut with a wash, has lugs at 
either end, and extends xmder the wood sill two 
inches. The joint between the wood sill and the 
masonry should be well filled with mortar. 

Wood Framing for Concrete-Block Houses 
Since the advent of concrete building blocks 
for house construction, numerous points have 
arisen concerning the proper methods of 
framing to be used with them. How to arrange 
the window-frames with pockets for weights for 
a dwelling house built with an eight-inch wall, 
is one of these points. Also, what is the beat 
way to attach a hip-roofed porch to a building 
of this kind. 
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The thickness of the wall (8 inches) neces- 
sarily crowds the frame iu giving the proper 
space for the box to contain the weights. In 
fact, it is too close for the best class of work, and 
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should be used only for the cheaper grade of 
work. One plan suggests inserting wood blocks 
in the moulds to form an angle to receive the 
box and grounds, which, of course, is the better 
way; but as this will require considerable skill 
on the part of the operator, Fig. 106 shows how 
box frames may be used in connection with the 
common cement block, just as it comes from the 
moulds. Most blocks are made with a groove 
at the end, and there should be a strip nailed 
onto the frame coming opposite this groove, and 
the remaining space filled with mortar, so as to 
form a wind-proof joint, as shown at A. The 
frames should be made to work with the even 
courses of range blocks, otherwise the result will 
be a botched job. 

The best way to attach a hipped-roof porch 
to a building of this kind, is also a point that 
frequently gives trouble. This may be done by 
bolting a timber onto the wall, as shown in Fig. 
106, or, as that part of the wall is concealed from 
view, a timber may he built into the wall, and 
the remaining space that the range course would 
occupy be filled in with conmion brick. 

SiU Construction and Joist Framing. Fig. 
107 shows a mitcred 8 by 8 by 24 water-table 
of a concrete-block residence. B is the same, 
except it is 6 by 8 by 24; C is a common 8 by 8 
by 24 water-table; and D a 6 by 8 by 24; E is 
a 4 by 8 by 14 filler Ijetween joists; F is a 1 by 
7 string-board nailed to end of floor-joists, which 
acts as a spacer to hold joists in position till 



filler blocks are laid, and serves to aid one in 
getting the tops of the joists exactly level, as 
the concrete blocks are not always perfectly 
true. If joists ai'e laid on blocks, their imper- 
fections cause some places to be lower than 
others, and you ai-e in trouble, as the joists can- 
not be raised after the blocks are laid above 
them. G is the floor-joist; and H is a piece of 
2 by 8 gained down level with top of floor-joist, 
to be used at a door opening onto a porch; how- 
ever, on a porch the water-table course should 
be left off, and plain-faced blocks used instead. 
The dotted line L is the line of wall under water- 
table, the water-table projecting two inches over 
the wall. JJ is the double header to support 
floor-joists at the basement windows. K is an 
8 by 8 concrete lintel over basement window. 

This figui'e also shows the style of concrete 
block used around windows, together with a box 
window-frame, and the way it is set to the con- 
crete wall, and the way the inside casing is fast- 
ened to the frame and also to the concrete wall. 
There is also a wooden wedge driven in the 
mortar joint next to the frame; the casing is 
nailed to this. 

The window-sills are 8 by 8 concrete and 
project 2 inches outside of the wall. This leaves 
a space 2 inches deep under the window, which 
may be filled with a 2 by 8 with the ends slightly 
beveled, so as to fit tightly between the blocks 
on either side of window; this makes a good 
place to nail the apron to. 
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One of the worst problems connected witK 
concrete block work is to fasten the head casing 
to the concrete lintels over the windows and 
doors. A good method is as follows : In making 
the lintels, prepare acme 
%-inch round pins, 2^/^ 
inches long, and soak them ^^ 
in water for at least forty- ^__ 
eight hours. Be sure they 
are of the softest wood ob- t= 
tainable, and non-resinous, 
80 that they will swell up ^ 
freely. Now bed these in 
the lintels while making. ^^ 
They will shrink and drop t= 
out by the time the lintel is 
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Fig. 107. Wood FnuQiDg with Conciete BlockB. 

cured enough to put in the house. Place about 
two to each lintel at the ends of the head easing 
to be nailed; and by the time you are ready 1 
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case the inside, you can drive soft, dry wooden 
plugs in the holes, and they will hold perfectly 
well. The reason for wanting the plugs soaked 
well, is because otherwise they will swell and 
break the lintel while it is still green. 

Attaching Woodwork to Concrete. The best 
method of securing furring to brick or cement- 
block walls has caused not a httle discussion. 
Some contractors prefer plucks instead of joint 
strips, as the strips expand when built in the 
wall, and afterward become loose on account of 
shrinkage. A good way is to use a heavily 
bai'bed nail driven into the mortar joints. This 
proves durable, and requires no previous prep- 
aration. 

The use of small hardwood (well-seasoned) 
wedges di'iven into the mortar joints, also serves 
for attaching casing. Many builders no longer 
fur on concrete blocks, but apply plaster 
directly; this saves plaster, and, with proper 
precautions as to waterproofing to prevent 
water soaking through or condensing on the 
inside, will make a good job. 

Tile Veneer for Frame Buildings 
As modem buildings supersede the old-style 
frame buildings, it often becomes a question how 
to remodel them. An effort to imitate the new 
is seldom successful; but if the old buildings are 
improved in their own way, the results may be 
very good. Designs of this sort have been lack- 
ing because the new students in art give no 
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attention to the work of the old-timers in i 
own localities. 




Design for BemodeUng and Veneering Old-StTle Ffamo 
rronlB. 

The accompanying design, Fig. 108, was 
made for a tj-pical front in the old style of car 
pentry work. The ceilings of the main 
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' were very high. The basement was a full story. 
An outside flight of steps led to the front door 
on the second-floor level. 

The new entrance was to be brought down 

I to within a few feet of the grade. A half-flight 

of staii-s was to lead from the vestibule down 

to the dining room, and another half-flight up 

to the pai'lor floor. 

Heavy mouldings around the windows, of 
course, had to be removed. It was also neces- 
sary to see that foundationa were good, and the 
walls and jambs plumb. 

The design chosen for the remodeling calla 
for a veneer of glazed or enameled tile. Such a 
front would lead the fashion for a long time to 
come. The designer introduced a number of 
years ago enameled tile on exteriors, since which 
time it has become very popular. It is durable, 
always clean and cheerfully light, besides being 
elegant in appearance. This makes it well 
worth the expense. 

The dimensions of the diagrams are suitable 
also for Roman brick, flatwise, so that that 
material can be used with terra-cotta mouldings. 
These mouldings are so constructed that a thin 
veneer may be nsed. 

The veneering may also be of cast concrete 
blocks of the same sizes. It is this choice of 
materials and adaptability of these same forms 
to different dimensions, that makes the design 
economically practical. 

The V-shaped vertical members of terra- 
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cotta, Fig. 109, stiffen the veneer at the comi 
and windows. These are anchored to the wall, 
and overlap the wall covering, holding it in 
place. This also covers the ragged joint where 
the tile has to be clipped. This is shown in the 
section of the fli"st and second story wall. 

The basement is in Richardson courses;] 
only, instead of stone, the brick is laid alter- 
nately flat and edgewise. The vacant space is 
filled with concrete, as shown in the section 
(Mg. 109). 

It is not enough to drive spikes into the wall 
for anchors. They must hook firmly around the 
sheathing or another spike at right angles. The 
window head I'equirea a small angle as shown 
on the diagram. It must be bolted to the frame- 
work. 

The space between the veneer and the siding 
should be not less than an inch, and well filled 
with cement mortar. 

The frieze can be made of plain veneer, or 
constructed of cement plaster on wire lath. 

A plaster frieze can be modeled with good 
effect. It should be done offhand while being 
laid onto the metal lath. The centers and group- 
ing of the pattern should first be indicated as 
shown on the elevation. Then the carving can 
be quickly modeled from a sketch. It is not 
necessary to have all the details correspond 
exactly if the symmetrical outline is preserved. 
Fine detail should be avoided. 

A tendency to pull down old buildings that 




fare substantial, in order to build up uew ones, 
depreciates the value of building improvements, 
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for it increases the expense in the long run, 
enormously. Owners hesitate when such a prob- 
ability presents itself in considering new work. 
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There is the owner's waste of time, incon- 
venience, and, most of all, the neglect of other 
affaii-s to be considered. Hence the moat desira- 
ble mode of building is one which can be easily 
kept in rcpaii*, and improved from time to time. 

Segmental Arches in Brick Walls. The word 
segment means a poition or part, and a seg- 
mental cm^-ve is one whose curve is a part of a 
circle. In point of fact, any arch struck from 
one center, and being less than a semicircle, is 
properly tenned "segmental." 

The most conmion use of the segmental arch 
is, perhaps, as a relieving arch over the lintel 
of an opening for a door or window in a brick 
wall. In such cases no better proportion can 
be taken than one-sixth of a circle. There is, 
however, an important point of construction 
involved, and one that is often neglected. 

Fig. 110 shows two relieving arches, one 
being laid out in the wrong way, and the other 
correctly. The first is wrong because, in the 
case of fire, the wooden lintel would be con- 
siuned, and the thrust of the arch on the burnt 
end would be bound to cause a failm-e and 
endanger the whole of the wall above. A better 
way is shown. Instead of making the span of 
the relieving arch equal to the opening between 
the jambs below, the arch springs from a point 
over the extreme end of the wooden lintel. In 
case of fire occurring and the lintel being 
entirely consumed, the arch would be unaffected, 
and would continue to carry the weight above. 



Building inspectors and managers should insist 
on the adoption of this correct method, for it 
costs no more than the incorrect one, and the 
advantage of it in case of fire is greatly in its 
favor. 

Of course, for such arches, no elaborate cen- 
tering is necessary. The lintel is laid in posi- 
tion; and a piece of 1^-inch stuff is shaped to 
the curve of the arch, and laid upon the lintel 
to form the centering. The arch is then turned 
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Upon this centering, which is removed when 
the mortar is properly set, the core being then 
filled in with brickwork. 

For openings up to three feet or thereabouts, 
a relieving arch of a single ring of half-bricks 
is all that is requii'ed; but for larger openings, 
several rings may be used. 

Fig. Ill shows an arch of three rings, and 
it will be noticed that each arch is separate 
and not bonded into its f<;llows. It will also 



be noticed that the bricks of these rough reliev- 
ing arches are not cut taper, and thus the joints 
are slightly more open on the back of the arch 
than on the under side. In making drawings 
of such arches, the draftsman draws a ring 
around the center from which the arch is struck, 
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rig. 111. SegmentaL Arch, ftitd How to Lay It Ont. 



the diameter of the ring being the thickness of 
the brick. This thickness is then stepped off 
on the under side (soffit) of the arch with a 
pair of diWdei-s, and the straight edge placed 
against the ring and one of the divisions on the 
soffit (see A, Fig. ill). 

How to Lay Out Arches. The chief prob- 
lems, Iiowever, with which the practical layer- 



out of arches is confronted, arise in connection 
with the modern use of fine pressed brick for 
so many fii-st-clasa structiu'es. For while the 
mere curve is sufficient for practical purposes in 
rough relieving arches, the arch made of facing 
bricks, and fo rmin g a feature of some fine fi'ont, 
must be set out exactly for the purpose of cut- 
ting and fitting, or perhaps moulding, the bricks 
of which it is to be composed. Brick arches in 
which the bricks have been specially cut or 
moulded are generally tenned gauged arches, 
and are frequently used nowadays. 

The radius of the arch is scarcely ever given 
by the architect, the rise being almost invari- 
ably denoted instead. The writer has before 
him an elevation of a brick-fronted building 
with some eight or ten openings of varying 
widths, but the same rise is specified for all 
the arches over them. This means that the 
layer-out has to find the centers of the several 
curves from the given particulars of their rise 
and span. This he does as shown in Fig. 112, 
the first being the geometrical method of the 
drafting room; the second, the practical method 
of the laying-out shop. In both cases, the center 
fi'om which the arch is struck is found at the 
intersection of the lines drawn from the center 
of each half of the arch. 

As the bricks in gauged arches are used full 
length, the thickness of the brick is marked off 
around the back of the arch, and the joints 
drawn to the center, as in Fig. 113, at left. The 
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bricks for gauged arches are specially moulded 
to the builder's drawings by the makei-s of the 
face bricks, with fairly good results in the fin- 
ished work. 

The flat arch just referred to is also much 
used in brick fronts in city buildings, and is 
drawn as shown in Pig. 113, at right. It pre- 
sents no difSeulty to the layer-out, the joints 
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Fig. 113. Bilck Arches. 

being found by making a curve above the arch 
and stepping off the thickness of the bricks 
upon it. 

There is one important point to be remem- 
bered, though, in building such arches — namely, 
that a perfectly straight soffit will always 
appear to be sagging. The remedy for this is 
to allow a trifling rise — say i/o inch for every 
three feet of span — which will be sufficient to 
make the under side of a flat arch look straight. 
This can be easily done on the job by laying 
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two strips tapering from nothing at the ends 
to the requii-ed allowance at the middle, upon 
the support or centering on which the mason 
forms his arch. 

Of course, flat arches are not very desirable, 
from a structural standpoint, and should not be 
used for spans more than four or five feet at 
the outside. Occasionally, for the sake of uni- 
formity, a flat arch is used over a larger open- 
ing, perhaps a broad window or doorway; but 
in such cases the weight of the superstructure 
is carried on iron girders, and the brick arch is 
only a sham or casing toward the street. 

Arches and Lintels for Fireproof Work. 

The consideration of relieving arches — or, as 
they are often termed, discharging arches — over 
a wooden lintel, naturally brings up a very im- 
portant question. In these days of fireproof 
construction, when wood is being eliminated 
from the structural parts of buildings wherever 
possible, wooden lintels are not used in the best 
practice. Instead of wood, iron I-beams and 
artificial stone lintels are now largely employed 
in the best class of work. But both of these 
have one defect — namely, that, from their 
nature, it is impossible to nail groimds or other 
wooden finish to them. As the chief purpose of 
a lintel is, of course, to form a square head for 
a window or door-frame, this consideration is 
important. 
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One of the best methods suggested for over- 
coming this little difficulty — and not only sug- 
gested, but widely used in some parts of 
Europe — is to form the Untel of coke breeze con- 
crete. Breeze is the English term for the small 
cinders left from the fires used for burning 
bricks in a kiln, or from the manufacture of 
coke in gas ovens. Mixed with cement, it makes 
a concrete that is fireproof and that possesses 
another useful quality in that nails may be 
driven into it with ease. This last property has 
led to the use of coke breeze in a variety of 
places where wood was formerly employed. 

For instance, thirty or forty years ago it 
was still common to find bond timbers inserted 
in brick and stone walls at such heights as would 
render them convenient for fixing the trimmings 
and finishing woodwork to afterwards. These 
bond timbers were certain to shrink and were 
also very liable to rot; and, as either of these 
contingencies made them a source of possible 
weakness to the wall, their use was gradually 
discontinued, until it has ceased altogether. 

The substitute at first proposed for the bond 
timbei"s, and largely used for many years, was 
a thin strip of wood built into a joint of the 
masonry or brickwork, thus reducing the possi- 
bility of faUm'e from shrinkage. The strips 
were, however, in a great measure open to the 
same objections as the larger bond timbers, and 
many architects refused to allow them to be 
used. Instead, they specified that hardwood 
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Fig. 111. Details of Fiieproof Brick Constmctlon. 

(usually elm, on account of its uon-liability 1 
split) plugs or wedges should be driven into tl 



joints at intervals, after the walls had set, the 
grounds or other woodwork being nailed to these 
plugs. 

The invention of coke breeze concrete has, 
however, made it possible to substitute bricks 
and blocks made of it, which can be built into 
the wall during construction. Tlioy neither 
shrink nor rot, while their property of taking 
nails readily makes them ideal for the purpose 
of fixing woodwork. 

Fig. 114 shows the application of coke breeze 
in the lintel and fixing blocks aroimd a revealed 
opening for a doorway in a 12-inch wall. The 
blocks are also shown at each side, where they 
would be continued to form a fixing for the 
grounds for the chair rail and base-board. These 
blocks shoidd be of the size of the briclis used 
in the building, and may, of course, be readily 
moulded in any suitable machine. Long before 
the use of machines for this purpose, however, 
many hundreds of such bricks were made iu the 
roughest of wooden moidds improvised for the 
pm^ose. As coke slack or breeze is very often 
merely a nuisance to the gas manufacturer, its 
cost is next to nothing in many instances. 

Fireproof Floors. The question of fireproof 
construction is by no means a new one, although 
the builders of the present generation have 
probably seen more attention devoted to it than 
did their predecessors. As showing an inter- 
esting method of dealing with the lintel prob- 
lem, the upper portion of Fig. 115 is worthy of 
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attention. A flat or camber arch takes the place 
of the wooden lintel, and is supported by means 
of an iron rod from the crown of the relieving 
arch above. For first-class work it would be 
hai'd to surpass this scheme, but its cost would 
prevent its adoption in anything but the very 
beat practice. 

While on the subject of fireproofing, another 
useful appUcation of coke breeze concrete may 
be given. The many forms of iron and concrete 
fireproof floors are, in the majority of cases, 
covered with wood blocks or battens for the sur- 
face. Wood block floors are usually laid right 
on the concrete of the fii-eproof construction, 
some pitch or tar compound being used aa a bed- 
ding cement. When batten floors are used, 
however, strips of quartering are usually laid 
on, or imbedded in the concrete, and the battens 
nailed to them. Many first-class architects, on 
the other hand, do not care for this method, and 
prefer that breeze concrete screeds should be 
laid in place of the quartering. If the screeds 
are run when the concrete below is still damp, 
they become an integral part of the body of the 
floor, and make a sounder job altogether. 

The lower portion of Fig. 115 shows a simple 
rolled iron beam and concrete floor of the type 
generally known as "Dennett's," with board 
floor over. A shows a cross-section through the 
iron beams; and B, a cross-section through the 
concrete screeds, the boards being nailed to 
tiiese as suggested. 
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rig. 116. Details of Flrepioof CooBtructlon. 



Reinforced Concrete Stairs. Concrete for 
stairs is rapidly taking the place of other ma- 
terials in buildings of every kind. A few simple 
instructions as to the stair load and some 
remarks concerning the weak points of stairs 
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built several years agv, together with a <j 

tion of the reinforced concrete stairway as it is 

bxiilt at present, will be usefuL 

In Fig. 116 is shown a stairway with plat- 
form and return, that being the type mostly used 
in public buildings and apartments; but this 
stairway is equally well adapted to the long 
single flight from floor to floor, so common in 
dwellings or business blocks. 

This design differs from the earlier form in 
the use of double reinforcing rods at the upper 
and lower ends of the flight, one set to tie the 
stair slab to the floor slab through the beam, the 
other exteuding the full length of the stair slab 
to tie it to the beam rods. This double reinforc- 
ing requires only a few additional rods, and adds 
much strength to the weakest spot of the 
stair slab. 

The thickness of the stair at its thinnesia 
place, A A, must always be taken as the thicki^ 
nesa of the stair slab in calculating its streng 
The treads have no strength, but are dead loadj 
therefore it is well to make the treads holloVI 
if possible. 

For single-flight stairs less than sixteen feet 
long and less than five feet Avide, it is well to 
use a four-inch slab, unless for very heavy loadi 
and support it so that no two supports are mow 
than ten feet apart. 

This slab is reinforced with half-inch square 
twisted or flve-eightha round rods, spaced as fol- 
lows — for dwellings, ten inch centers ; for busij 
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ness blocks, sis to eight inch centers; and for 
public halls and factories, two to four inch cen- 
ters. These rods have one inch of concrete 
under them. At every tread is a cross-rod of 
same weight tied to each with No. 10 wii-e. 



Re/Ttforczd Concfete as 

~P Applied to Slaifwa^s. 
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fRods in Be^tT) 

Tig. lie. Details, Concrete Fireproof Stalls, 

The full-length rods all pass over or hook 
onto the rods in the cross-beams ; and the double 
reinforcing consists of rods about five feet long, 
passing over the beam, with the ends projecting 
equally into the staii* and floor slabs. 



An examination of concrete staii's built with- 
out this additional reinforcing, has in several 
instances revealed the fact that cracks, if any, 
appear near the ends of tlie slab; in fact, within 
ten inches of the supporting beams, most fre- 
quently at the point marked B, but occasionally 
ate. 

Beams of the size shown, for spans less than 
ten feet between supports, are amply sti'ong if 
reinforced with two rods of one-inch diameter 
placed on two inches of concrete; however, for 
long flights, four rods should be used, as at D, 
the rods being looped with strap iron every two 
to four feet lengthwise of the beam. 

The composition of the concrete should not 
be weaker than one part cement, two sand, and 
four aggregates. When treads are to be cement 
finish, the finishing should be done the same as 
in the case of sidewalks. 

When treads are covered with marble or 
slate, a cinder or light-weight concrete is pre- 
ferable for the treads only; and when covered 
with wood, locomotive cinder concrete should be 
used, as it can be penetrated readily with finish- 
ing nails. Great care must be used in mixing 
and tamping concrete for stair work. 

How to Apply the Wood Trim. Tliere are 
a number of featm'cs in connection with modern 
fireproof construction that are of particular 
interest to carpenters, especially to those work- 
ing in the larger cities where steel, tile, and 
cement are now so generally used. A question 



Lon J 




lr« 


gW; 


^^^ 


^..l.-^ 




1 




' ■ li^ 


W^ 









^^^"""^^^^^ 



DOOQ 




Fig. 117. Door Fiaming In FUuter PanlUoiu. 
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very frequently heard is — How do they nail on 
the finish to make a good job of if? The detail 
sketches (Figs. 117 and 118) show the answer 
with special reference to plaster partitions — a 
type of wall, by the way, which is often very 
serviceable in small wooden store and office 
buildings. 

In order to economize floor space as much 
as possible in fireproof buildings, thin parti- 
tions, as a rule about 2 inches thick, are intro- 
duced. 

Fig. 117 shows methods of framing for doors 
in this kind of partition. The rough wood 
frames are set in place before the partition is 
erected, and to these the metal studs are secured 
with screws. The partitions themselves are 
usually erected by the plasterer. 

The difference in the vai-ious styles of fram- 
ing shown is principally in the character of the 
finish. Naturally, those sections which have 
the widest door jambs will be foxmd the stiffest. 
Various modifications of these details, to suit 
the judgment or taste of the architect, may of 
course he made. 

Fig. 118 shows the method adapted for secur- 
ing the base-board. The rough 2 by 3-inch piece 
is laid on the line of the partition and seciu'ed 
directly to the floor strips, and the partitions 
built on this piece. 

After the floor is laid, the base is nailed 
directly to this strip. For securing picture 
moulding, strips of wood may be laced to the 



metal lath at the required height, before the 
plastering is done. These are sufficiently firm, 
after the plaster has di-ied, to hold the picture 




FlK- 118. Baseboaid uid Floor OonstracUon. 

moulding, which shoidd be put up with screws 
instead of nails. In case close-warp metal lath- 
ing is used, the screws will engage the meshes 
of wire work sufficiently to hold the picture 
moulding without any preliminary strips. 
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With slight modifications, the methods 
shown for door framing could be adapted to 
hollow tile partitions. 

Framing for Heavy Roofing — Tile. There 
are some special features that should be noted 
in regard to the proper framing of a tile 
roof and its preparation to receive roofing tile. 
Rafters should be at least 2 inches by 6 inches, 
and 24 inches on centers, or closer according to 
length of span. Sheathing should be securely 
nailed, and should be either of %-inch common 
lumber laid tight and well joined togetiier, or of 
matched and dressed sheathing securely fast- 
ened. The roof pitch may be as low as one- 
fourth (provided slope is not of extreme length) , 
and from that to the vertical. 

Before the tile are laid, the entire roof should 
be earefully covered "with one layer of good roof- 
ing felt, laid to lap two inches in every course, 
and to be turned \vp against the sides of the 
building at least foiir inches. If the building 
has a bos or cornice gutter, felt should lap over 
top of metal at least four inches, and the same 
at valleys. After felt is so laid, same should 
be stripped with good white pine plastering 
lath, laid parallel, true, and straight, to facing 
board at caves. The top edge of first line of lath 
should be 12 inches above the lower edge of 
facing board or starting strip; and thereafter 
not less than 12 inches nor more than 12^4 
inches space allowed from the top edge of each 
line of lath to the top edge of the next above 



and parallel. The tile hook over these strips; 
and each tile is fastened with a seven-penny 
galvanized or copper wii-e nail. 

All ridge-boai'ds should extend three inches 
above top of sheathing, and hip boards two and 
one-half inches, and both be of seven-eighths- 
inch common lumber. Facing board or starting 
strips at eaves imder bottom end of tile will 
extend up above the top edge of sheathing one 
and five-eighths inches. In all cases facing 
boards at gable ends should be flush with the 
sheathing. 

In some cases an open roof construction is 
used — that is, one with no sheathing under the 
tile. In that case, there must be a space of 
twelve inches between the lower edge of the 
lowest pui'lin to top edge of the purUu next 
above it, and thereafter a space of not less than 
twelve inches nor more than twelve and one- 
fourth inches between the top edge of each 
purlin to the top edge of the purlin nest above 
it. These purlin strips should be % inch by 2 
inches or over, the bottom strip I14 inches 
higher than the stiip next above it — that is, 2% 
inches by % inch. In this construction the hip 
and ridge strips should be the same as if the 
building were sheathed. 

Framing for Slate Roofs. It is the prevail- 
ing opinion of people not familiar with the use 
of slate for roofing purposes, that a building 
should be constructed very much stronger for 
slate than for other roofing materials. This is 



a mistake, as any building strong enough for 
shingles, tin, or iron is strong enough for slate. 
Two-by-six i-afters, eighteen feet long, two feet 
from centei-s, give all the strength necessary. 
The writer has seen hundreds of houses roofed 
^vith slate where the rafters were two-by-four, 
two feet from centers, sixteen feet long, with 
collar beam nailed across one-third of the way 
down from the top. 

Slate can be depended upon to make a roof 
perfectly water-tight on any pitch down to one- 
fifth. Half-pitch or steeper makes the best roof 
both for looks and strength, as it throws the 
weight on the walls more than on the rafters, 
and causes the snow to slide off clean, thereby 
never overloading any one part of the roof. 

Matched lumber is best for sheathing for 
any roof; but surfaced boards from six inches 
to ten inches wide make a good job, and are 
used on a large majority of the buildings now 
being put up. Sheathing boards, when not 
matched, should be nailed at both edges on 
rafters, which should not be over two feet apart. 
Wide boards, when used for sheathing, are liable 
to warp and curl up at the edge, thus affecting 
the slate. Wliile it may not break the slate, it 
raises the courses, marring the appearance of 
the roof. Very often a roof that lies well and 
smooth when done, apparently gets rough and 
the slates stick up. The roofer is often blamed 
for this when the cause is really in the sheath- 
ing. Great care should be used in putting 
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ne sheathing, that there are no lumps or uneven 
thicknesses in the boards, as they will surely 
show after the slate is put on. This especially 
applies on curved roofs or round towers, 
dormers, etc. In all such, the rafters should be 
close together and the sheathing perfectly solid 
and smooth. Where the sheathing is not solid 
it is almost impossible to make a good smooth 
job, for the reason that in di-iving one nail it 
jai-s the next slate loose. 




rig. IIB. PiDper CouBtmctlon at Sldge and Eaves for Slato. 



Lath or strips are often used instead of 
sheathing boai-da on which to lay slate; but in 
such case the lath should be at least one and 
one-quarter by two and one-half inches, and 
must be spaced to suit the size of slate used. 
They should be placed so that the upper end 
of each slate will rest in the center of the lath. 
This plan is a good one for bam roofs, as it 
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allows some ventilation between the slate; but 
where a perfectly snow-tight roof is wanted, the 
slate should be pointed with hair mortar on the 
xmder side of the slate at the upper end of each 
course, also at the joints between the slate. 

Tarred or other watei-proofed paper should 
be used under slate where the same is laid on 
sheathing hoai-ds. This will Insure a roof per- 
fectly tight against fine snow. 

Slate roofs require about the same founda- 
tion as shingles. The better the foundation, the 
better will be the roof. In beginning at the 
eaves, a thin cant strip is put on just above the 
eaves; or, in case of a roof gutter, the stiip is 
put about a foot above the gutter, as in Fig. 
119. This strip is usually about two inches 
wide and three-eighths of an inch thick, nailed 
across the roof. The first course of slate is made 
shorter than the other courses; or the iisual size 
is turned and laid horizontally, so that the first 
two courses may be double, the same as in 
shingles. The lower part of the slate should 
project about one and a-half inches. The second 
course up should lap about three inches over 
the first or double course. When nearing the 
peak, the lap may be varied a little to make 
the slate come out right. 
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Barn Framing 



Next to house framing- of the various kinds 
already discussed, the branch of construction 
most iinpori:ant for the practical carpenter, as 
offering itself most frequently in actual work, 
is barn framing. There ai-e building contractors 
who make a specialty of this kind of work; and 
their advice on numerous special points — which 
we have been able to gather and here present — 
may be taken as authoritative. Barn framing, 
for itself and because of its relation to other 
kinds of timber framing, should be well under- 
stood. 

At the present time there are two general 
types of timber-framed bams in use. The first 
are heavy timber bams, all structural members 
being heavy, squared timbers, with joints 
tenoned and pinned — a survival of the sturdy 
construction of eai'lier days when timber was 
plentiful and was all hewed out by hand; and 
the second, plank-framed bams, claimed by 
many to mark a decided improvement over the 
other as being more easily erected, just as sub- 
stantial, and decidedly cheaper, especially where 
large timber is not easily secured. 

The principles and important features of 
these types of bam construction, together with 
some considerations common to them both, will 
now be given. 
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HEAVY TIMBER BARNS 

General Framing Plan. Fig. 120 shows the 
general plan of a barn frame of a building 38 
by 64 feet, with 16-foot main posts, gambrel 
roof, beisement, and double driveway floore. It 
is typical heavy timber construction, with boxed 
mortise-and-tenon joints. 

One point worthy of note for storage barns 
such as this, is the effort to get height — not 
width — to get as much under a given amount 
of roof as possible. That this is an advantage, 
has been slowly but well leai'ued; the farmer 
will tell you that the bay or mow is only half- 
full .-nen filled even witli the main plates. The 
weight of the portion to be stored above keeps 
pressing the lower part down — an advantage 
that is lost in the low, wide bam. All the crops 
are lifted by means of rope and tackle, and 
carried by means of a steel track and ear the 
fuU length of the barn just under the ridge of 
the roof, and then di'opped to their proper places 
in the bays, mows, or the loft, over the diive- 
way floors, the power being furnished by a horse 
team. 

Another important principle in the construc- 
tion of these buildings is that no timbers sup- 
porting a heavy load — as beams, eross-sUls, 
etc. — are made to rest on their tenons alone, 
but all have a shoulder or bearing across the 
whole end of the stick. 

The di'awing shows the ends of beams boxed 
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into the posts, while the ends of the cross-sills 
have a bearing on the end of the basement posts 
below. Good framing requires also that no 
braces shall hold against the tenon alone, but 
they should have a boxing of at least one-half 
inch in depth. 

Another important principle is that of draw- 
bore pinning. By this is meant pins that hold 
the tenons; ordinary drift bolts or spikes would 
not do, as a pin made of wood is larger than the 
iron ones would be, and will not side-cut or 
press into the wood so much as the iron ones 
would do under a heavy load. Also, the pins 
must have a long taper, to give draw. The 
draw-bore holes in the tenon and those through 
the mortise are given one-eighth inch draw or 
variation in such direction as will tend to pull 
the tenon and seizing tighter into the mortise 
and boxing. That is to say, the distance fi-om 
the joint to the draw-bore hole is one-eighth inch 
greater in the mortise than in the tenon. 

All of the large cross-timbei's should be of 
whole sticks — not spliced — that is, the beams 
and cross-sills in particular; but the main sills 
and plates may be spliced at every bent or post 
if desired. Sometimes long timbers are very 
hard to get, in which case the width of the bam 
can be made to conform to length of timbers 
obtainable, from 30 to 40 feet. 

Some people have a notion that several 
planks spiked together will make a stronger 
stick of timber than a soUd one. This is not 



J 



FRAMING 



243 



true; after having tried it many times, the 
writer is prepared to say that you can make a 
stick fairly stiff one way; but, with all the 
spikes you can drive, it cannot be made as stiff 
the other way. 

The length and number of posts in such a 
bam are entirely arbitrary, depending on the 
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Fig. 121. Truss foi Bam wltboDt Basement Fasts. 

size of bam desii-ed. The height of the purlin 
plates is also variable. 

This kind of bam is built to best advantage 
gentle hillside, thus allowing an easy drive- 
to the main floor of the bam, and giving 
opportunity for a basement underneath to 



J 



afford valuable storage room for implements; 

this basement space also provides warm stables. 

While there are other forms of heavy timber 

construction which afford greater strength than 




Fig. 122. Details of Heavy Framing. 

that shown in the drawing, this method has been 
foimd to answer every purpose; and the added 
advantages of other methods of framing seldom 
warrant the difference in costi 



PBAMING 



215 



7. 



At first glance at the construction shown in 
Fig. 120, one would think such a frame a wilder- 
ness of timbei-s. As a matter of fact, however, 
the system is simple, and the number of names 
of different members or parts is not great. The 
accompanying list gives the names and sizes of 
the different numbered parts: 

FABTS OF A HSAVT TIUBEB BABN. 

Name of Part Size 

1. Basement sill 10 by 12 inches 

2. Basement posts 12 by 12 

3. Main siU 10 by 10 

i. Cross-sill 10 by 10 

Main post 8 by 8 

Center post 8 by 8 

Main beams 8 by 10 

Main plate 8 by 8 

Purlin posts 6 by 6 

Purlin beams 6 by 6 

Purlin plate 6 by 6 

Upper rafters 2 by 6 

13. Lower rafters 2 by 6 

14. Purlin girts 4 by 6 

15. Purlin braces 3 by 4 

16. 3-ft.-run brace 3 by 4 

16i. 2i-ft.-nm brace 3 by 4 

3J-ft.-run brace 3 by 4 

End girts 4 by 6 

Side girts 4 by 6 

Door girts 4 by 6 

Breast girt 6 by 8 

Breast girt studs 3 by 4 

Ladder post 3 by 4 

Door posts 4 by 4 

Overlays, top and ends flatted to. . . 6 
Sleepera 6 by 6 



12. 



19. 
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ISl ■ m dfceCdi- of * bam bent on an eight- 
foot haa^Bcot, fr j —e d as a simple truss so as 
ta da awaj with die posts in the basement Hie 
mat and floor kads are supported, the raking 
■Mu ^ ima eaxrjing tiie stress down to the side 
walb ai baw'-uw l i t. 

Vig. 122 Aaws details of framing; which 
Aodld be earefoIlT done, as the truss has to 
bear moring loads as well as the weight of hay* 
^tnwMth, etc, and the roof itsell The sizes ^ 




Fig. 123. Bnclng to Prevent Ontwud SpreMUns. 



timber given allow for trusses being about 8 
feet apart. 

Special bracing is sometimes necessary to 
prevent a large barn from spreading in the hay- 
mow. Some arrangements are all right for out- 
side preasm-e, but not to withstand the hay 
pressure from the inside. Frequently bq 



give out in that way and have been fixed over; 
but it is not a very desirable job. Fig. 123 is 
a small sketch which shows how to make a 
stronger frame than the others, and with less 
braces. The long braces go in between the 2 
by 8-inch braces, and should be well spiked. 
There should be braces between bents to keep 
the posts from twisting, in case the foundation 
should settle. 

Strong Purlin Post Bracing. Fig. 124 shows 
a method of framing the center bents of a bam, 




Tig. 124. Oentei Bent, Showing PniUn Port Bndng. 



which is especially adapted to bams having flat 
roofs and equipped with hay carriers. A very 
strong bond is needed in such bams between 
the purlin posts, to prevent the excessive weight 
placed on the top rafters by the hay carrier from 
spreading them apail. The girder is also low 
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enough for the loaded hay carrier to 
over it. 

There is no girder between the top of the 
shed post and the purlin; for, when the purlins 
are framed as described, there is no need of 




Fig. 126. UortlBe Joint for Oroas-Tie. 

Buch a girder, as the rafters will hold the shed 
post to its place if it has a tic at the bottom and 
a loft tie up some 8 or 9 feet. Of coui'se, where 
the bam is extremely high, it is well to put in 
this girder. 

Fig. 125 shows a section of the purlin post, 
center girder, and braces, drawn to a large scale 
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to illustrate the method of dovetail mortise joint 
used. 

Expert advice was asked not long ago con- 
cerning the best method of construction for a 
bam somewhat similar to this one. It was to 
be a barn for 50 acres of land; its dimensions 
26 by 46 feet, and 18 feet to plate, with a solid 
concrete wall under the entire barn. Would it 
be advisable to use big timbers mortised and 




Tig. 126. Center Bent of H&7 Bam. 



tenoned together, or a balloon frame with 2 by 
4's placed on 2-foot centers and sided with pat- 
ented siding f How shoidd it be tied together? 
Would 2 by 8 inches, 26 feet long, be all right 
with tight mow floor over all except driveway H 



Will 2 by 6-mch rafters be all right for that 
width to be used with a shingle roof? 

These were the points inquired about. As 
this bam is not large, it would not be necessary 
to use heavy timbers, except for the sills; and 
for this, not more than 6 by 8 inch, properly 




Fig. 127. Center Bent of Hay Barn. 



framed and anchored to the concrete with bolts. 
Two-by-four studding set on 24-inch centers 
would be all right, but heavier than 2 by 8-inch 
joist should be used for the hay-mow floor, 
unless there is to be a support through or near 
the center. About every third studding above 



J 



the hay-mow floor should be tied with braces to 
the joist to prevent spreading of the walls. Two 
by six-inch rafters set on 24-inch centers will be 
amply heavy for this roof for all that will be 
required of it. 

Framing for Hay Bams. What is usually 
wanted in a general pui-pose bam on the farm 
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Fig. 129. Oenter Beat of Ounbiel Boof Hay Buil 

is an abundance of hay room, with as little tim- 
ber in the mow as possible. A good many 
carpenters are puzzled when it comes to framing 
a barn so as not to have much timber in the 
way, and yet to make a good substantial job. 
Fig. 126 shows good construction for a country 
bam that pleases all who see it. It is the center 
bent to which attention is called. 



Figs. 127 and 128 show three sections 
of another barn well framed for hay storage. 
It is a good plan, having no timbers in the way 
if a fork is used in mowing hay. This is a bam 
very often built. 

AU floors are of concrete, and the posts rest 
on concrete blocks. All naain posts are 8 by S 
inches; girders, 6 by 8 inches; plates, 6 by 8 
inches; purlin plates, 6 by 6 inches; purlin posts, 




Tig. 130. Good Splice for Heavy Timbers. 



6 by 6 inches; joist bearers, 6 by 8 inches; cross- 
ties, 6 by 6 inches; rail ties, braces, etc., 4 by 4 
inches; rafters, 2 by 6 inches; joists, 2 by 8 
inches, spaced two feet apart. The entire frame 
should be put together with mortise-and-tenon 
joints. This kind of bam should be sided with 
No. 1 barn siding, and cracks battened with 
bevel batten. The general dimensions are 36 
feet by 48 feet. Fig. 129 shows the center bent 
of a Gambrel roof hay baru, 40 by 80 feet. 

Splice for Heavy Timbers. It often happens 
that timbers of proper dimensions for a given 



purpose are not long enough and have to be"" 
spliced. Fig. 130 is a diagram of as good a 
spliced joint as there is. It is strong, durable, 
and easily made. 




Tnusa For tno Plate. 
Fig. 131. Plank-Frame Construction. 



PIiANK-FBAMED BABNS 

With the scarcity of heavy timbers and cod 
sequent cost, it is time carpenters who are to 
erect bams should give some study to the newer 
methods of framing, where timber is fi-om 6 i 



12 inches wide, and none thicker than 2 inches. 
Tlie use of modern hay and gi'ain elevating 
machinery, calls for barns with open centere; 
hence upper cross-ties, collar beams, etc., are 
in the way, and they are quite unnecessary. 
A plank frame of size and construction indi- 




Cenrcn Dtrtx. 
Tig. 132. Wind Brtclng for Plank-Frame Bam. 



eated in Figs. 131, 132, and 133, is in every way 
satisfactory, and is fully as strong as an old- 
fashioned frame made of timbers 8 to 12 inches 
square. It is about two-thirds as costly; and 
less experienced carpentei-s are required to 
erect it. 



In this plank frame, there are no timbers 
larger than 2 by 12 inches, which are doubled 
and trebled where great strength is required. 
Where tensile strength is required, two 2 by 8- 
inch are nearly as good as an 8 by 8-iuch tenoned 
and fastened in the old-fashioned way with a 




Fig 133 Side WaU Flank Framing. 

pin. In this frame there are no tenons, all 
members being put together with spikes. 

Pig. 134 shows the method of raising or 
erecting the bents after they are fi'amed. 

The posts for this bam are 20 feet high, and 
are built up of joist spiked and bolted together. 
The bracing and cross-pieces were framed to- 
gether in sections before raising to their posi- 
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tion. The inner set of posts, set raking, extend 
up to form the purlin. The rafters, of which 
there are two sets, are placed on two-foot cen- 
ters, lapping at this poiDt. 

This kind of construction is very popular in 
some sections of the countrj', and, when weU 
biult, makes a very substantial job. The tim- 
bers, being enth-ely of joist, are such as can be 
readily obtained from any lumber yard that is 
worthy of the name. Tliis is a thing in itself 
that should not be overlooked, as solid framing 
timbers are not so plentif^li as in years gone 
by, and in many places are not carried in stock. 




Fig. 134. How the Benta are Ballad. 



The dealer places the order after he receives the 
contract to furnish the lumber; and this means 
that the contractor must wait for the lumber 
to be shipped from some distant mill, and more 



than likely to be first cut from the round tim- 
bers; and when it does finally arrive on the 
building site, it is yet green and really not fit 
to frame for the best residts. 

Another thing in favor of the plank frame 
is that the timbers are light and more easily 
put together than by the mortise-and-tenon 
method. 




Tig. 135. Qneen Bafter for Boof Support. 



Eoof Supports. Fig. 135 is a sketch of what 
is called a queen rafter. It is used for barns 
up to 34 feet wide, without putting in purlins. 



While it possesses considerable merit for stiff- 
ening the roof, there is nothing in it to keep 
the sides of the building from spreading, as it 
does not foi-m a tie, which is necessary when the 
loft floor is far below the plate. 

To secure the additional strength needed, 
the rafters should be set on 24-iiich centers, and 
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Fig. 136. PUok-Fiamed Tmss for Gambrel Boof. 

sheathing put on diagonally toward the center, 
close and well nailed. The center rafters where 
the sheathing meet should be doubled aud well 
spiked together. The floor-joist lap onto each 
stud, and should be well nailed to prevent 
spreading. 
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Support for Qambrel Roof. To support a 
gambrel roof on a bam 36 feet wide, having 
posts 20 feet high, the floor being 11 feet below 
the plate, requires extra strong bracing. A con- 
struction using 6-inch studding set on 24-inch 




Fig. 137. Anangement of Dftlry Ban. 



centers, and braced as shown in Fig. 136, can 
be recommended. The rafters should set 
directly over the studding, and be braced to 
same. The floor-joist should be tied to each 
other, either by letting them lap, or by nailing 
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Board on the side. All pai-te shoixld be framed 
accurately, and well spiked. 

Fig. 137 is a cross-section of a large dairy 
bam; it clearly shows the general arrangement 
of stalls, mangers, gutters, etc., all constructed 
out of cement laid on solid ground. The stall 
partitions are built up out of wrought-iron bars 
and pipes, leaving nothing to get out of order or 
decay. The wood supersti-uctm-e is constructed 




Fig. 138. Self-supporting Boof ConstiuctioiL 

out of plank; and the roof is self-supporting, 
without posts or purlins, through each set of 
rafters being braced, for min g a continuous arch 
from one sill to the other. 

roof gives an enormous capacity to the 
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hay room, and is well braced against sagging 
and wind pressure. 

The framing arrangement for the hay track 
support is good, since it distributes the stress 
evenly to all the roof bracing without an undue 
amoimt coming on the top rafters. 

The exterior of the barn is sided with 
matched siding, and the roof is of shingles, 
making a very durable and good-looking build- 
ing, and at the same time a barn that can be 
built within a reasonable figure of cost. 

Fig. 138 shows another type of self-support- 
ing roof construction for use in a very large 
gambrel roof bam. The hay track is well 
framed for heavy loads. Bracing to withstand 
wind pressure — which is a very large factor in 
the case of such a bam, especially in an exposed 
location — is amply provided for by this system 
of framing. 

Concrete Stable Floors. For the basement 
story of modem bams where the horses and 
cows are usually stabled, concrete has been 
adopted quite generally for the flooring. This 
is either left bare, or is covered with plank. 

- For a floor built on sandy soil, no drainage 
or foundation is necessary. If the soil is clay 
or spongy, however, eight inches of coarse 
gravel, stone, or cinders should be well tamped 
and leveled before placing the concrete; but if 
the soil is porous, then tamp the soil under the 
center driveway. 

"When a foundation for floor is necessary, 
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drainage to conduct the water gathering in the 
foundation is also required; therefore the 
foundation must have large stone in the bottom 
to afford ample air space, and the excavation 
must have a slope to one or more points. These 
low points have tile drains leading the water 
from the building. This will insure dry floors, 
and prevent cracking fi-om frost. 
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Fig. 130. Concrete Stable Floor uid Partitions. 

Pour inches of concrete for horse and cattle 
floors is ample ; and five inches for driveway will 
do, though some ai'e made six inches thick. Tlii> 
proportion of concrete depends on the kind of 
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sand and aggregates. One of the following will 
prove desirable: Cement one, sand two, gravel 
thi-ee, makes very sound work. Cement one, 
fine shai-p sand one, coarae sharp sand two, 
gravel or crushed stone four parts, will equal 
in strength the first formula, and save much in 
cost. Add sufficient water to make a stiff grout, 
and tamp well into place so that the top will 
be one-half to one-quarter inch lower than the 
top of floor; before this has set, apply the top 
coat, which should consist of one part cement 
and two parts sharp sand, and trowel smooth. 
After this has set for one hour, tamp with stiff 
scrub brush or wire foundry brush. This will 
produce a non-slipping surface. These floors 
will be uninjured by the sharpest shod horses 
after four weeks. 

In large bams, a tile drain is necessary, and 
an outlet from every other stall to this drain is 
sufficient; but in small bams the gutter alone 
is sufficient. This gutter is eight inches wide 
for horse floors, and six inches wide for cattle, 
both gutters being two and one-half inches deep. 
For the mangers, 2 by 4-ineh scantlings are 
bolted to the floor with half-inch bolts eight 
inches long, embedded five inches into the con- 
crete. Manger partitions are boarded on both 
sides and filled between with tamped concrete 
four feet high, so that when the wood partition 
has served its purpose a solid concrete wall will 
remain. Use 4 by 4 timbers for framing stall 
partitions (see Fig. 139). 
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Water-Tight Bam Floors. Sometunes it is 
desii'ed to construct a floor in a horse barn to 
catch all fluids and keep them from going 
through into the basement. One way suggested 
is to lay a tight floor of y8"Uich matching, then 
cover that first with asphalt about y^, to ^4 inch, 
and on that lay a 1%-inch matched floor. This 
floor should be properly graded, so as to drain 
to a trough for carrying off fluids. 

This method is all right, but it would prove 
to be expensive in the course of a few years. 
Another and possibly a better way would be to 
lay a rough floor on the joists, and put on this 
floor 4 or 5 inches of good concrete, well laid 
down, not leaving more than 25 square feet in 
one block, using 1-inch expansion joints filled 
with pitch. This will keep the floor from crack- 
ing, and will also be water-tight. There should 
be a gutter just behind the horses, and the floor 
should have at least i^-inch fall to each foot. 
The floor should not be troweled smooth, but left 
rough, except in the gutter; put on this concrete 
(after it has been down six or seven days) about 
2 inches of clay. Wet it thoroughly and tamp 
lightly into place. Clay is one of the best ma- 
terials for horses to stand on. 

I If it seems preferable to have wood for the 
animals to stand on, lay a floor of rough planks, 
somewhat open, over the concrete, leaving 
cracks wide enough so that all liquid will imme- 
diately run through to the concrete and be 
drained to the desired points. 
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How to Make Bam Doors ' 

Large-size bam doors that are strong and 
rigid, yet do not take up too much room in thick- 
ness, are the kind most wanted. 

Fig. 140 shows two sectional drawings with 
elevations suitable for bam doors. The first is 
made of three thicknesses of boards as shown. 
The center is of %-inch boards placed verti- 




.SectiOn Secijon. 

Tig. no. Bow to Make & Heavy Bun Door. 

cally, and %-inch ceiling placed diagonally on 
both sides, covering the whole space, and well 
nailed. This will make a door 2i^ inches thick. 
The second is made of two ll^-inch pieces 
for the framework, lapped and screwed together. 
The panel work is made of %-inch ceiling cut 
in and nailed with a stop-mould to cover the nail- 
heads. All the laps and joints should be 
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L white lead paint. This will make a door 
2^^ inches thick. 

Hay-Mow Doors. The best way to hang hay- 
mow doors for a bam with hay track high up 
in the gable, the door eight or ten feet wide, 
and made to swing clear back, is a point that 
often gives trouble to the barn builder who 
wants to make a neat job. 




ng. 141. Hay Door Hung with Weights. 

Figs. 141 to 145 show the various arrange- 
ments. Fig. 141 is for a single door hung with 
weights and rtm in grooved jambs on the outside 
of the building. With this kind of arrangement, 
the door is made to slide up and down, and in 
this way can be made to slide close up to the 
comb. 
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Fig. 142 is for double doors, with small doora 
from these up to the carrier. With this arrange- 
ment, the doors can be hung with butts, and will 
swing clear of the cornice; but there should be 
a movable cross-bar at the top of the big doors 
to give a solid bearing to shut against. The bar 
can be removed when putting in hay, thus leav- 
ing a clear space down to the larger opening, 




Fig. 142. DouUe Hsr-Mov Doors. 

as it is not particulai'Iy necessary to have the 
full-sized opening rim all the way up to the 
carrier. 

Fig. 143 is a sketch of double hay doors for 
a bam that are very satisfactory. The general 
instructions for making are as follows: 
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Lay off the door in halves to fill the opening 
clear up to the track. Next begin at the outer 
upper corner and lay a downward line towards 
the center of the door at the same angle as the 
pitch of the roof. Cleat and saw on this line, 
and put hinges on the inside. This top leaf will 




Fig. 143. Double Doors to Swing and Fold Down. 



then fold down as the door opens, and all will 
swing under the cornice and lie flat against 
the wall. 

To fasten the doors open, make a double- 
ended spiked pole, with which press the outer 
or top fold of the door up firraly against the 
fascia, seating the lower eud of spiked pole near 
the bottom of the door. There should be a 2 
by 4 or a 2 by 6 bar across the opening to hook 
the doors to, as well as for safety, while opening 
or closing. 
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Fig. 144 is a sketch of another way of hang- 
ing large barn doors, which has given good satis- 
faction wherever it has been used. 




Tig. 141. Welgbted Doois on Inclined Tncka. 



Any flat bam-door track will do. A %-inch 
rope is tied to the lower hanger and run through 
a 5-ineh wooden pulley set in rafter; from there 
it is run down inside of rafter 3 or 4 feet to 
another pulley; and from there to a small 
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weight below, which will run between two studs. 
Hanging a door this way does not take as heavy 
a weight as r unni ng it up and down the grooves, 
and it runs more easily. When doors are both 
closed, they can be fastened together on the 
inside with a hook. Eumpere on the outside of 
the barn prevent them from running off the 
track. 




Fig. 116. Hay-Uow Door to Fold Down. 



A practical barn builder writes conceming 
hay-mow doora as follows : 

"For some time I thought to hang the door with 
weights was the only way; but the last one of that kind 
I put up, two of us worked over an hour trying to get 
it to work right ; finally we made the guides bo loose that 
the door would nearly fall out. It did not work well 
If the wall springs either in or out, the door will bind. 
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"The enclosed illustration (Fig. 145) will give you 
my plan. Tiie wire, a, has a hook on the upper end to 
hook into the pulley, as shown. A pull on the hay-rope 
will raise the door with ease. The carrier trips the same 
as with a load of hay. The door is pulled up close, or 
left open a little for ventilation. Tie the hay-rope any 
place, and it holds the door, which, being hinged at the 
bottom, hangs below the opening, out of the way." 



Ventilating a Bam. Systems of ventilation 
are in demand for large barns, without putting 
on the common roof ventilatoi-s, which are often 
a nuisance on account of the sparrows and 
insects. This nuisance may be almost entirely 
avoided by screening the openings of the ven- 
tilator just the same as for the windows in a 
residence. As for ventilation from the stable 
part, this may be accomplished as shown in Mg. 
146. It is simply done by boarding up the space 
between two studdings, boxing out at the cor- 
nice to clear the plate, and finishing with turret 
effect on the roof, with screened openings on all 
sides. The interior openings should be as 
shown, provided with slide shutters. One of 
these vent shafts should be placed about every 
eight feet, or opposite every other stall. 

Barn Windows. As bam windows, as a gen- 
eral rule, are one-sash windows, it is sometimes 
difficult to contrive a convenient way to open 
them. The slide window is not well liked, 
because it is almost impossible to make it so 
that rain will not beat in. Besides, it is neces- 
sary to have a stop outside to guide the sash, 
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which at best is a dirt catcher and holds moist- 
ure, caiiaing the window-sill to rot in a short 
time. 

Fig. 147 illustrates, at the right, a type of 
basement window which has given good satis- 
faction. It being impossible to raise the base- 
ment windows on account 
of the main sill just above 
them, the frames are made 
as shown. This allows 
the window to be opened 
by drawing top of sash 
back onto the pieces at- 





Fig. 116. How to Ventilate a Stable. 



tached to frame and floor above, which will give 
ventilation without a direct draught; or sash 
can be raised as far as floor will allow. Some- 
times the side jambs are made wide at the top, 
so that there is no opening at the sides, when 
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the window is open; but this is not necessary 
unless the window is close to the live-stock. 

A gable window is shown also, in Fig. 147, 
at the left. It is hung just above the center 




Tigt, 147 uid Its. Bam Gable and Basement Windows. 

with sash bolts, and can be opened and closed 
with cords running to some convenient place, 
as not everybody likes to climb to the peak of 
a high bam when it is empty, to open or close 
windows. 
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Framing of Factories, Stores 
and Public Buildings 

When we come to the framing of larger 
buildings, such as factories, stores, halls, etc., 
the work becomes more complicated and tech- 
nical in its natm-e, falling perhaps more within 
the province of the structural engineer than the 
ordinaiy carpenter and buHder. Nevertheless, 
certain of the fundamental principles of such 
work should be understood, and may well be 
considered here. They are, briefly: standard 
mill construction; strength of timber; prin- 
ciples of truss construction; and framing of 
public buildings for safety and also for archi- 
tectural effect. 

STANDARD HILL CONSTRUCTION 

The succession of heavy fire losses each year 
is the penalty^which this country is parang for 
the erection of light, cheap, and poorly designed 
buildings. Tlie cost of fire insurance is a direct 
yearly tax on the building and its occupants. 
It is the duty of those res^wnsible for the design 
of buildings, to plan them so that this tax may 
be the smallest possible, and this can be done 
often without any great increase in the cost of 
the building itself. 
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According to tests made by the Boston Insur- 
ance Engineering Experiment Station — which 
only confirm and beai- out the experience of 
years — it has been clearly shown that, all things 
considered, the mill or slow-burning type of con- 
struction is to be recommended for most factory 
and warehouse buildings. In some cases, where 
the contents will be exti'a inflammable, the extra 
expense of the thoroughly fireproof reinforced 
concrete structui'e is wai-ranted; otherwise mill 
construction should be used. 

In order that there shall be no misunder- 
standing of what is meant by mill construction, 
we shall say that it consists in disposing the 
timber and plank in heavy solid masses so as to 
expose the least number of comers or ignitable 
projections to fire. Also it consists in sepa- 
rating every floor fi-om every other floor by fire 
stops. 

The essential features of standard mill con- 
struction are illustrated in Fig. 149, and are, 
briefly, as follows: 

1. The walls should be of brick or concrete 
block, at least 1 foot thick (16 inches for best 
work) in top story, and increased in thickness 
at lower floors to support additional load. Tlie 
pUastered wall has many advantages, and is 
often preferred to the plain wall. Window and 
door arches should be of brick; window and out- 
side door-sills and underpinning, of granite or 
concrete. 

2. The roofs should be of 3-inch pine plank, 



spiked directly to the heavy roof timbers and 
covered with 5-pIy tar and gravel roofing. 
Roofs should pitch y^ inch to -J4 iuch per foot. 
An incombustible cornice is recommended when 
there is exposure fi-om neighboring buildings. 

3. Floors are best made of spruce plank 4 
inches or more in thickness according to the 
floor loads, spiked directly to the floor timbers 

n Boards, singre at double 
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Fig. 160. ITodealnble Floor ConstrnctlDn. 

and kept at least Vo inch clear of the face of the 
brick walls. Figs. 150 and 151 show bad and 
good foi-ms of floor constmction. In floors and 
i-oof, the bays should be 8 to 10^^ feet wide; and 
all plank two bays in length, laid to break joints 




Fig. 151. Oood Types of Root ConstnictlOD. 

every 4 feet, and grooved for hardwood splines. 
Usually top floor of birch or maple is laid at 
right angles to the planking; but the best mills 
have a double top floor, the lower one of soft 
wood laid diagonally upon the plank, and the 
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er one laid lengthwise. This latter method 
allows boards in alleys to be easily replaced 
when worn, and the diagonal boards brace the 
floors, reduce vibration, and distribute the floor 
load even better than the former method. 

Between the planking and the top floor 
should be two or three layers of heavy tarred 
paper, laid to break joints, and each mopped 
with hot tar or similar material to produce a 
reasonably water-tight as well as dust-tight 
floor. 

-■■Where wall offsets, omit bar 
j iiax£ in. Wrought Iron Bar 
■4 in longer than width 
" f beam 

'>Floor Boards 
.- Root Plank 





Rapid decay of basement or lower floors of 
mills makes it desirable, whenever wood is not 
absolutely necessary, to provide cement floors 
for these places. If wooden floors are required, 
crushed stone, cinders, or furnace slag should be 
spread evenly over the surface and covered with 
a thick layer of hot tar concrete, on which is 
often laid tai'red felt, well mopped with hot tar 
or asphalt. On this a floor of 2-Lnch seasoned 



plank should be pressed, nailed on edge without 
perforating the waterproofing under it, and the 
hardwood top floor boards nailed across the 
plank. Cement concretes promote decay of 
wood in contact with them. If extra support ia 
required for heavy machinery, independent 
foundations of masonry should be provided. 
4. In regard to timbers and columns it should 
be remembered that all 
woodwork in standard 
construction, in order to 
be slow-bui-ning, must 
be in large masses that 
present the least surface 
possible to a fire. No 
sticks less than 6 inches 
in width should he used, 
even for the lightest 
roofs; and for substan- 
tial roofs and floors, 
much wider ones are 
needed. Timbers should 
be of sound Georgia 
pine ; and for sizes up to 14 by 16 inches, single 
sticks are preferred; but timbers 7 or 8 inches 
by 16 are often used in pairs, bolted together 
without air-space between. They should not 
be painted, varnished, or filled for three years 
because of danger of dry rot; and an air-space 
should be left in the masonry ai'oimd the ends 
for the same reason. Timbers should rest on 
east-iron plates or beam boxes, in the walls, and 




Tig. 163. Floor Timber BeE^ 
Ing on Oost-IKon W^I-Plates, 
wltli Iiugs for Ancboring 
Timber to Wall. 




Fig. 154. EOQf Timber P.ea- 
lug on Col Limn Cap — ^Tin 
Lers Held Togsther Ly 
Incli WrongLt-iion Dogs. 



on caet-iron caps on the eolumns, as shown in 
Figs. 152, 153, 154, and 155. 

Beam boxes are of value, as they strengthen 
the walls when floor 
loads ai'e heavy and dis- 
tance between windows 
small; they facilitate the 
laying of the brick and 
the handling of the 
beams; and there is less 
possibility of breaking 
away the brick in put- 
ting the beams in place. 
They also insure a proper air-space around 
beams. 

Columns should be set on pintles, which may 
be cast in one piece 
with the cap, or 
separately, as pre- 
ferred (see Figs. 
156 and 157.) Col- 
umns of cast-iron 
are preferred by 
some engineers; 
and, when the 
building is equip- 
ped with automatic 
spilnklers, have 
proved satisfactory, 
hut are not so fire- 
resisting as timber. 




Fig. 155. Boof Tlmtier Beat- 
ing on Caat-lTon Wall-Plate, 
Showing Ovethanglng Open 
Wood Oomlce and WiongHt- 
Iron Ancho' 



Wrought-iron or steel col- 
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umns should not be used unless encased with at 
least 3 inches of fireproofing. 

One of the most important featiu'cs of sljw- 

,„„„-, .-Post 
Top Flooring 
Tarred Paper 




burning consti'uction is to make each and every 
floor continuous from wall to wall, avoiding 



Alternative design. 
preferred by many, 
with lip around base 
of column. 




Fig. 167. Oap and PlnUe Oast to Fit Oolnnuu. 



holes for belts, stairways, or elevators, to the 
utmost extent possible, so that a fii-e may be 
confined to the floor where it starts. No well- 
informed mill owner, engineer, or builder will 



FRAMING 283 

nerefore fail to locate elcTators, stairs, as well 
as main belts, in brick towers or in sections of a 
building cut off by incombustible walls from all 
the rooms of a factory. Openings in these walls 
should be provided with fire-dooi"s, preferably 
self-closing. These should be hung on heavy, 
inclined, soUd steel rails at least 31/2 inches by 
% inch, and balanced by a weight held by a 
fusible link. 

In modem practice all belts and ropes which 
may be used for transmission of power to the 
various rooms are placed in incombustible ver- 
tical belt-chambers, from which the power is 
transmitted by shafts through the walls iuto 
the several rooms of the factory. There should 
be no improtected or unguarded openings in the 
inner walls of this belt-chamber. 

Saw-Tooth Roof Construction. The great ad- 
vantages and the increasing use of saw-tooth 
roof construction, together with the lack of fa- 
miliarity with it in many sections, make it desir- 
able to outline its important featm-es. 

Two typical designs are illustrated — one, Fig. 
158, a textile weave shed with good basement 
for shafting for di'iving looms on main floor 
above, thus dispensing with the overhead shaft- 
ing and belting in the weave room; the other, 
Kg. 159, a design for a light machine shop or 
foundry. Other designs are applicable, with 
light wooden trusses or reinforced concrete. 

The important advantages of this form of 
roof construction are: 



either to faulty desig:n or to poor workmanship. 
The difficulties in general are caused by leaks 
due to severe conditions duiing winter in our 
northern climate, poor ventilation, excessive 
heat when roofs are thin, or excessive condensa- 
tion on imder side of roof and glass when the 
teniperatxu"e outside is low and there is consid- 
erable moisture in the rooms. 

It may here be well to state that the light 
roof of 2-inch and 3-inch joists and boards 
should never be used; and that, while the prin- 
ciples of slow-burning or mill construction, with 
the heavy timbers, are preferred, the increasing 
difficulty of promptly obtaining yellow pine lum- 
ber of good dimensions, and its increasing cost, 
often necessitate the use of trussed forms, using 
rather light timbers. In no case, however, 
should they be less than 6 inches in width, and 
of depth sufficient to carry the load — this in 
order that they may be slow-burning. The roof 
in all eases should be of plank, with wide bays. 

The adaptability of the light forms of steel 
for framing trusses, especially when wide spans 
are needed, often compels their use; and in 
plants having safe occupancy, such as metal 
workers, they are not objectionable, provided 
adequate sprinkler protection with good water 
supply is available to prevent quick failure of 
the steel work due to heat from combustion of 
contents or roof. Similar protection is. of 
course, needed in shops with wooden trusses, if 
disastrous fires are to be prevented; but ex- 
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perience has shown that the steel-trussed roof 
will fail much quicker than would one of wood 
under similar conditions. Wooden posts are 
nearly always availahle, and should be given 
preference; but if hght steel columns are neces- 
sary, they should be well protected by insulating 
materials if in rooms containing combustibles, 
as the column is the vital pai't of the roof 
support. 

The following suggestions show the best 
practice in saw-tooth roof construction to over- 
come the difficulties and to make this type of 
roof a thoroughly satisfactory piece of work. 
What is good engineering from the view-point 
of the manufacturer can also be good fire pro- 
tection engineering. Any design should be 
adapted to both if the best interests of the manu- 
facturer are to be served. 

It being desirable to avoid direct simlight 
and at the same time obtain abundance of light 
perfectly diffused, the saw-teeth should face 
approximately north; and the glass should be 
inclined to the vertical, to take advantage of the 
brighter light in the upper sky, and to prevent 
cutting of the light by the saw-tooth imme- 
diately in front. This also assures the diffusion 
of the light upon the floor rather than on the 
imder side of the roof planking. 

For the glass, an angle of 20 degrees to 25 
degrees with the vertical, and an angle of ap- 
proximately 90 degrees at the top of the saw- 
tooth, will be about right, the variations to de- 



pend on the amount of light required, and on the 
latitude. A sharper angle at the top is not 
needed, as it increases the cost, there being 
more roof to cover and larger spans. More glass 
is also required in proportion, and the light is 
not so good, more sky light heing lost and too 
much thrown on mider side of roof. 

Double glazing, with space between, is pre- 
ferred on account of its conducting qualities; 
but is not always necessary, except in the North. 




DETAIL OF VALLEV 



Fig. 160. Saw-Toolh Eoof Framing— Detail of Valleya. 



The inside glazing should be factory ribbed 
glass, with ribs vertical and inside. Shadows 
cast by ti-usses are then almost unnoticeable. 



Condensation gutters, as shown in the detail 
drawing, Fig. 160, are needed inside at the bot- 
tom of the sash; and they should be drained 
through inside conductors, and not outside, 
under bottom of sash, as these latter admit cold 
air and are liable to freeze. 

Valleys between the saw-teeth should be flat, 
14 inches to 2 feet in width; and should pitch 
one-half inch per foot toward the conductors, 
which should be of ample size, and not much 
over 50 feet apart, preferably less. The neces- 
sary pitch may be obtained by cross-pieces of 
varying heights on top of the trusses, thus avoid- 
ing hollow spaces. Leaks, a common fault, may 
ordinarily be prevented by careful design of 
gutters, valleys, and sashes, and by insisting on 
good workmanship and materials. The roof 
covering of asphalt or pitch shoidd be contin- 
uous thi'ough the valleys, and extend up to the 
glass. 

Experience has demonstrated the advantage 
of a combination of direct radiation, with a fan 
sufficient only for ventilation and tempering the 
room. Heating pipes should usually be placed 
overhead, and directly under the front of the 
saw-teeth, and should rxm the entire length, 
and in this position assist in preventing 
condensation. 

Where there is no moving shafting, some 
forced circulation is necessary. This is best ob- 
tained by a fan, often driving air from a dry 
basement or outside as required, and discharg- 
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ing it over heating coils to the floor above. In 
weave and similar rooms, is this especially 
necessary and advantageous in promoting 
health and comfort of employees, making greater i 
efficiency possible. 

Ventilation and cooling of these large ai'eas 
with comparatively low stories must not be 
neglected. Ample vents arc needed at top, in 
shape of large metal ventilators with double 
walls and tight dampers. They are recom- 
mended instead of pivoted or swinging sash, 
which are apt to leak in dri\Tng storms, and 
which, when open, allow dii't to blow in off the 
roof. Good windows are advised in side walls, 
and experience has shown their value. 

Fi'aming of the saw-teeth may be in timber, 
steel, or reinforced concrete. The design should 
be such as to obstruct the light as little as pos- 
sible; strong enough to hold wet snow without 
sagging; and stiff enough to carry shafting 
motors, etc., when they are to be overhead. 
When wood or steel is used, the roof pla nkin g 
should be 3 inches or over, spanning wide bays 
of 8 to 10 feet. 

Hollow spaces in roofs should not be per- 
mitted. They are very undesii'able from a fire 
standpoint, and any condensation which may 
take place in them during cold weather soon rots 
both plank and sheathing. 

Sheathing, even without spaces behind it, is ] 
more or less a bad featnre, as it is readily com- 
bustible; but, if used, should be applied directly 



to the xinder side of the roof plank, with only a 
layer of some insulating material between, so 
that there may be no concealed space. K 3-inch 
plank is sufficient for a flat roof, it should be for 
a saw-tooth; and, with good circulation of air, 
there should be uo trouble, except in wet rooms, 
where condensation is bound to occur whether 
imder a roof or the door of the room above, un- 
less large quantities of dry air are discharged 
into the room. 

Saw-tooth roofs necessarily cost more, as 
there is pi-actically the same amount of roofing 
as in flat roofs, and in addition there is the cost 
of windows, glazing, flashing, conductors, con- 
densation gutters for the skylights, and a some- 
what larger cost of heating. The addi- 
tional cost of these items does not, however, 
fairly represent compai'ative cost, as there 
should be considered the total cost of the build- 
ing compared with that of an ordinary one of 
sufficiently high stories and narrow enough to 
give the required light. When this is done, the 
sHght additional cost is far outweighed by ad- 
vantages of the saw-tooth type for work where 
good light is desirable. 



strength of Timbers 

strength of Beams Supported at Both Ends. 
"Will you decide a little argument which my 
mate and I have been having?" said a carpenter 
friend of mine as he and his mate came into the 
office the other morning. "We want to know 
which is the stronger of two pitch pine beams 
we have outside here. One is 9 inches by 6 
inches, and the other 8 inches by 7 inches; and' 
both are to be used over openings of l2-feet 
span. My mate thinks the 9 by 6 is the stronger 
of the two, but I hold that the 8 by 7 will carry 
more weight." 

"I shall be very pleased to work it out for 
you, and can tell you the result in about a min- 
ute;" said I, "but if you have half an hour to 
spare, I should prefer to show you how I arrive 
at my figures, and thus enable you to make the 
necessary calculations for yourselves whenever 
you desire." 

As work was not very pressing that morn- 
ing, they readily agreed to take a lesson, and I 
proceeded somewhat as follows: 

A piece of wood 1 inch square placed on 
bearings one foot apart, will break under a cer- 
tain weight. This wieght varies with different 
woods and with different specimens of the same 
wood; but most authorities have agreed to re- 
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gard certain average weights as sta 
These averages were obtained from hundreds of 
experiments, and ai-e therefore fairly reliable. 
The following table deals with a few woods only, 
but is sufficient for our present purpose. 

Breaking weights of wood beams 1 foot long, 
1 inch broad, and 1 inch deep, loaded in the cen- 
ter and supported at both ends (the length 
means the span of the opening — that is, the dis- 
tance in clear of bearings), are as follows: 

Ash 7 cwt.J 

White oak SJ ' 

Georgia pitch pine 5 

Norway red pine 4 

gprace 3} ' 

Teak 8 ' 

(1 cwt.=112 pounds.) .''.(.,■ iv M. ..■. 

Referring to the illustration, Fig. 161,^ 

find at A, that, taking pitch pine as our wood, a 
piece 1 inch by 1 inch, on bearings 1 foot apart, 
wiU break with a central load of 5 cwt. Now, 
it is quite clear that if we increase the breadth to 
3 inches, as at B, it will take three times five, or 
15 cwt., to break the piece. 

But suppose that we put this piece of 3 by 1 
pitch pine on edge and see what it takes to break 
it. Instead of 15 cwt., we shall find that it takes 
no less than 45 cwt. to do so. Or, as the books 
put it, the strength of a beam is as the square 
of its depth. That means that instead of saying, 
as in B, three times five, we square the 1 
and say three times 3 are nine, and nine 1 



I cwt. is 45 cwt., which is the breaking weight 
(approximately) of a piece of ] by 3 pitch pine 
on edge over a 12-inch bearing. 




hii' .§uTjpose, further, that instead of the 
btaringts being 12 inches apart the distance be- 
twe&i them had been 2 feet. It is clear that the 



beam would only carry half as much, aaa we~ 
sboxild have to divide our answer by two. And 
as the longer the beam, the less it will bear, this 
gives us another rule which will be referred to 
later. 

The diagrams, A, B, and C, represent in a 
pictorial and striking way one of the most useful 
formulas or rules which a cai-penter can carry 
in his head. By it he can calculate the strength 
of any beam in a couple of minutes. 

*'But," objected my friend, the seeker after 

information, "you haven't answered our ques- 

^^tion yet. And, as for making calculations, I 

^baven't done any arithmetic since I left school, 

ijnd know just about enough of it to reckon up 

nly pay when pay-day comes round." 

■p^y-'" hound to admit that his case was not 
uncomn'-u amongst many first-class craftsmen, 
I pointer* ijut tls^t the necessary calculations for 
finding LaoSiioiijrtb of a beam do not call for 
more than thti^^vy simplest operations in multi- 
plying and divfdi.^ and thereupon proceeded to 
work out, as shown at D and E, the problem 
propounded by him 9!$tLr outset of this article. 

The diagrams explain t^.emselves fairly well; 
and, as will be seen from tli^i" the 9 by 6 man 
was the winner, presuming that W' beams had 
been placed (as they should be) wif>^ their great- 
est dimensions upright. , ^^, 

But suppose the same beams ha(i*t» n laid 
flat instead of on edge, how would they worfc 
out then? F and G give the results, which aHw 
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that the 8 by 7 beam is a good deal stronger than 
the 9 by 6 if used in this position. 

It must be observed, of coui-se, that these are 
the breaking weights for beams, and it is ob- 
vious that the safe load is what is wanted. This 
is found by dividing the_breaking weight by a 
certain factor (known as the factor of safety) — 
generally 4 or 5 for a dead load, and 8 or 10 for a 
live load. 

It must also be remembered that the forego- 
ing formula is for a beam loaded in the center. 
If the load is distributed evenly throughout the 
length of the beam, it will carry just double what 
it would if loaded in the center. 



Figure for nood X b 
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To sum up the matter, ^he points to carry in 
one's head are these: Pirst, the figm-e given in 
the table for the piU'ticular wood. Second, the 
way of putting down tlie simple sum or formula, 
which must be as shown iu Pig. 162. Third, 
divide your result by tigure (factor) of safety, 
say five for dead load and ten for live load. (This 
gives safe load for center of beam. If load is 
distributed, multiply this by two.) 
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Thus divested of all formal language, this 
useful Uttle working foiinula was easily grasped 
by my two interrogators ; and, in the hope that 
it may prove similarly useful to many others, 
the writer begs to present it. 

Strength of Beams Supported at One End. 
"More work for the calculator," was the remark 
which greeted the writer the other day, as his 
two carpenter friends once more came into the 
office. "We have been applying your last little 
lesson on the strength of beams to several cases 
which have occurred in our work lately, and 
have found no difficulty in arriving at correct 
results. In fact, we have been 'showing off' a 
little amongst our mates, in consequence," con- 
tinued the spokesman. "But we are up against 
another Uttle problem now, and shall be glad of 
another lesson if you can give us half an hour 
or so." 

Proud of his apt pupils and their evident ap- 
preciation of Ms efforts, the writer was only too 
pleased to put his ser\-ices again at their dis- 
posal, and, after a brief talk, found the problem 
to be as follows: 

A wooden beam was to be fixed so as to pro- 
ject some five feet fi-om the face of a building, 
for the purpose of hoisting goods from the street 
level to a warehouse on the upper floor. (The 
technical tenn for a beam in this position is 
cantilever, and such a beam wiU be referred to 
by that name throughout this discussion.) A 
piece of pitch pine 7 inches by 5 inches had been 
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weeted for the job, and the question arose as to 
the amount of weight which could safely be 
hoisted upon it. 

First of all, we ran over our last lesson on 
the strength of a beam when supported at both 
ends, and found out what load a piece of pitch 
pine, 7 inches by 5 inches, and 5 feet long, would 
carry if placed on edge, when supported at both 
ends and carrying a central load. Our rule, or 
formula, used in the last lesson was of course 
required. 

This gave us the result shown in Fig. 163, at 
A — namely, 245 cwt. as the breaking weight re- 
quired. It will be remembered that in the 
previous article it was stated that a beam with a 
distributed load will carry twice as much as the 
same beam with a central load, and that there- 
fore the answer to this sum could be doubled for 
such conditions. But it is obvious that the 
strength of a beam supported at both ends is 
much greater than that of one supported (or 
fixed) at one end only, and is, relatively, as 4 
is to 1. 

Therefore, to find the breaking weight of our 
piece of 5 by 7 when fixed as a cantilever, we 
divided our result by 4, giving us 245-=-4=61i^^ 
cwts. But it was the amount our cantilever 
woidd carry which we wanted to find ; and that 
brought in the question of the relation between 
the breaking weight and safe load — or, as it is 
termed, the factor of safety — to which reference 
was made before. 



4 



In this connection, the nature of the load or 
stress to which the beam is to be subjected is 
important, and may cause the safe load to vary 
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one-fifth to one-tenth of the breaking 
weight, according as the load is a live or dead 
one. Oui- load in this case was, of course, a live 
one; but another consideration entered into the 
question — namely, the manner of applying the 
hoisting force. That is to say, we had to con- 
sider whether the force was to be applied in a 
series of jerks such as given by sailors in pull- 
ing on a block and tackle, or to he steadily and 
continuously applied as by a winch or hoisting 
drum. If in the first manner, the greatest mar- 
gin of safety would have to be allowed; and, at 
most, only one-tenth of the breaking weight 
should be carried. Poi- the continuous, steady, 
pull, however, a factor of safety of one-eighth 
would probably be sufficient. As the power in 
this case was a di-um driven by an electric 
motor, we decided upon eight as our factor, and 
applied it to our breaking weight (6114-^8), ob- 
tainiug approximately 7% cwts. 

As this was a much greater weight than was 
generally to be hoisted to the warehouse in ques- 
tion, my two carpenter friends felt quite satis- 
fied when oxir calculations showed that their 
guess at the size of the cantUcver had been on 
the safe side, and that it was strong enough for 
any emergency. 

A Braced Cantilever Beam. On inquiring as 
to the reason why the point of suspension for the 
load was so far out, it was explained that bulky 
packages were carried up and down, and it was 
therefore necessary that they should swing well 



clear of the stories below. That led to the sug- 
gestion that a strut or brace could be used under 
the cantilever; and, as this would increase its 
strength very materially, it was decided to cal- 
culate just what would be gained by so doing. 

Taking the sketch of the strutted cantilever 
(Fig. 163, B), we found that the amount over- 
hanging the end of the strut was 2 feet. But the 
under side had been weakened at the joint where 
the strut had been let into the cantilever, and 
the effective depth of the beam was thereby re- 
duced by IY2 inches, the depth of the shoulder. 
Our sum, therefore, was changed, reading as at 
C; and gave us for result STSi/g cwts. as the 
breaking weight of a pitch pine beam 2 feet long, 
514 by 5 inches. Dividing this by 4 (neglecting 
the odd y^ cwt.), we obtained o\ar breaking 
weight for the cantilever 378-=-4=:94i/j cwts. 
Again dividing this by 8, we obtained as our safe 
load 941/^.-^8=11% cwts., approximately, thus 
showing a considerable increase of strength over 
the cantilever without the strut. 

The foregoing example of a cantilever used 
for permanent hoisting purposes is not, perhaps, 
met with so commonly to-day as formerly, ele- 
vators inside of buildings having largely super- 
seded them. For purposes of temporary work, 
however, such as the raising of some heavy 
article to the upper floor of a building, the piece 
of timber projecting from some opening is still 
frequently in evidence. The nearest carpenter 
is generally called upon to rig up the affair, and 



the formula worked out here (see Fig. 162) is 
an exceedingly useful one to have at hand in 
such cases. For, unlike beams, girdei-s, joists, 
etc., the sizes of which are calculated in most 
cases by the designer of the building, these tem- 
porary rigs are left wholly to the skill and 
ingenuity of the carpenter, who may be called 
upon at a moment's notice U> supply something 
upon which the lives of some of his fellows and 
the safety of some valuable piece of work may 
depend. 

Strength of Projecting Veranda. To the 
craftsman who is desirous of adding a little 
theory to his practical knowledge, there is 
nothing, perhaps, so repellant as the apparently 
difficult arithmetical formulas with which he is 
confronted in the pages of many of his trade 
books. The writer's success in making some of 
these formulas clear to a couple of his crafts- 
men friends, led to a continuation of the lessons, 
and he begs to offer an account of the next step 
taken in heljnng his two friends past some more 
little difficulties. 

It is a well-known maxim in all teaching, 
that we "must proceed from the known to the 
unknown," and it seems that the consideration 
of the strength of a wooden cantilever beam, 
just discussed, leads naturally to the question of 
the method of calculating the strength of 
verandas and similar structures, which are sup- 
ported by a number of projecting beams or 
cantilevers. 
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The first step, then, was to look about for a 
suitable example of such a structure, the 
strength of which could be calculated for pur- 
poses of the lesson. A very short excursion 
round the neighborhood led to the discovery of 
a veranda or balcony which suited the purpose 
admirably; and our two craftsmen pupils soon 
measured the structure and jotted down the 
necessary particulars, which were as follows; 

The veranda, Fig. 164, projected from the 
second story of a dwelling-house some 3 feet, 
the house itself being 24 feet in width, with the 
veranda right across the face. It was carried on 
11 spruce beams, each 4 by 6 inches, projecting 
through the face of the wall, giving 10 bays of 
flooring. There was a sloping roof to the ve- 
randa; but, as this was carried on some beams 
projecting from the floor above, its weight had 
not to be taken into account. A light balustrade 
about 2 feet 6 inches high completed the 
structure. 

The first proceeding was to calculate the 
strength of one beam, or cantilever, of the size 
used in the veranda. Going back to the first 
lesson, we proceeded to find the strength of such 
a piece, supposing it to be a simple beam loaded 
in the middle and supported at each end, the 
calculation being as shown in Fig. 165, the steps 
being as follows: 

Put down the flgm-e for spruce (see table) 
= 314 cwts. Put down the breadth 4 inches, 
then the depth 6 inches, and, as that was to be 
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Ue aexft step ms to find what safe load the 
whole T g » «Dd a would bear. As there were 
deren eantfleren, the first thought of the pupils 
was to multiply the safe load of one of 
them by 11. A little consideration, how- 
ever, showed them that it was the number 
of bays of floor which had to be counted; 
each bearer having to support half the load 
of tb e bays on each side of it. As 
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^M bearings gave us 10 bays, our sum was 1 
^M cwts. multiplied by 10, giving us 105 cwts. 
^M the whole veranda. 
^M The next consideration was one about wh 
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the craftsmen pupils had no definite knowledge 
— namely, as to the weight of a number of peo- 
ple standing on a floor. As this is a very useful 
thing to remember, it should be noted that 
numerous experiments have shown that the 
weight of a crowd of people does not exceed one 
cwt. per foot super of floor space. '"But, sup- 
pose," said one of the pupils, "that the veranda 
was filled with people excitedly watching a 
street procession." ("Or a dog fight," inter- 
posed his mate.) "Would not that make some 
considerable difference?" As this was a very 
proper matter to take into account, it was de- 
cided to count upon a live load of V/^ cwts. per 
super foot. The veranda being 24 feet by 3 feet 
gave us 24x3^=72 feet super, which, at li/o cwts. 
per foot, gave us 72xlV2=^108 cwts. as the 
greatest possible load which would be likely to 
be placed on it. 

As this came marvelously near to the pre- 
viously calculated strength of the structure, it 
appeared that the designer of it had been fairly 
correct, and that it was perfectly safe as long 
as its members were not weakened by age, rot, 
or other defects. 

NOTE — The curved rib or bracket shown under the 
cantilever in the drawing, F\g. 1C4, is almoet wholly orna- 
mental and was not considered at all in the calculations. 

To Determine Width of Beam to Support a 
Given Load. "Well, how are you getting along 
with your calculations of the strength of tim- 
ber?" was the writer's greeting as his two 
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craftsmen friends and pupils came into the 
office again one day recently. 

"Oh! we are doing pretty well, and we can 
now remember the first rule or formula which 
you gave us without having to turn to refresh 
our memories. But we struck a small snag yes- 
terday. We have a sort of solution; but we 
felt that there was a proper wa}- to work it out, 
and that is the reason of our visit to-day." 

The writer having expressed his readiness to 
help, the spokesman went on to explain the little 
problem which was woiTying him, somewhat as 
follows : 

"Up to now we have been finding the 
strength of some particular piece of timber 
when fixed and loaded in various ways. But 
suppose we knew the load that was to be carried 
by a beam, and wanted to calculate the size of 
the timber — is there not some way of doing that 
just as easily as finding the strength of a piece 
whose size we know^" 

Having been assured that the calculations 
for such a problem were only a trifle more diffi- 
cult than for the one now familiar to them, the 
speaker went on to state his problem more 
particularly. 

"There is an 8-foot driveway to be made 
through a new brick store, and we want to find 
the size of the beam that will safely carry the 
weight of the brickwork in the story above the 
beam. We want to have the beam of such a 
depth that it will be equal to so many courses of 
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the brickwork, and thus save a lot of cutting 
for th^ bricklayer and a poor appeai-ance after- 
wards. The wall is one briek thick (8 inches), 
and is to be carried up nine feet above the beam. 
The bricks are 2i^ inches tliick, and four courses 
measure just 10 inches." 

Having these particulai's, we proceeded as 
follows: Pirst, we found the weight of the 
brickwork to be carried by the beam. Nine feet 
high, 8 feet wide, and 8 inches thick, gave us 48 
cubic feet. A cubic foot of brickwork weighs 
about 1 cwt. (112 lbs.); so the weight to be car- 
ried was, of course, 48 cwt. 

But the roof had also to be considered, and 
we next proceeded to calculate the weight of 
that portion of the roof carried on the wall over 
the beam. From ridge to eaves, the roof slope 
measured 20 feet; 20 feet times 8 feet gave us 
160 square feet. Slates were to be used as cov- 
erings; and as the weight of a slate covered roof, 
allowing for wind pressure, is usually taken at 
^/^ cwt. per square foot, we obtained as the 
weight to be considered, 80 cwt. (I(j0 times i^). 

The problem then resolved itself into this: 
One himdied and twenty-eight cwt. was to be 
carried as a distributed load on a beam 10 inches 
deep over an openiug of 8 feet span. The load 
was to be stationary, or "dead." How broad 
should our beam be to caiTy the weight safely? 

It seemed best to follow the plan adopted in 
the earlier lessons, and to give another rule or 
formula which could be easily referred to and 
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in time remembered. This was written down 
as in Fig. 166, which is merely a simple way of 
stating a reversal of our first rule for finding the 
strength of a given beam. 

With this rule before us, we put down our 
particulars as in Fig. 167, Calculation No. 1 — 
namely, 128 cwts. for our load; 8 as our length; 5 
as our factor of safety (dead load) ; 10 times 10 
as GUI' depth (squared), equal to foiu" courses of 
brickwork; 5 as our figure for oak (see table); 
and 2 because our load was to be evenly dis- 
tributed along the beam. 
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The result, 51^ inches, being less than the 
thickness of the wall to be carried, led us to try 
what breadth our beam would have to be if we 
made it only 71/^ inches deep — that is, equal to 
three courses of brickwork — Calculation No. 2 
shows this, which gave as a result rather over 
nine inches (see Calculation No. 2, Fig. 167). 
As this was more than the thickness of the wall 
to be carried, it was decided to make the beam 
10 inches deep, and. for the better convenience 
of the bricklayer in starting his courses, to make 
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the beam the full thickness of tlie wall. This, of 
course, was a stronger beam than was actually 
required, but was an error in the right direction. 

THE 3TREWC.TH OF BE.ftM& 
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In point of fact, it is always wise to eiT on the 
side of strength in deciding on the sizes of tim- 
ber to be used in construction, for no two pieces 
give the same results if tested. As ah-eady re- 
marked, the strengths of the various kinds of 
woods as given in most textbooks were obtained 
by averaging the results of hundreds of actual 
tests; and it was found that different pieces, 
even from the same tree, varied considerably. 
So serious is this variation, that many architects 
require that beams or girdere carrying heavy 
weights shall be ripped in half and the ends re- 
versed. It is very common to find in specifica- 
tions for beams in positions similar to that 
which is the subject of this present calculation, 
a requirement that (in addition to the usual 
claiises as to the quality, etc., of the lumber) the 
piece be halved, reversed, and bolted together 
again. By doing this, any possible weakness at 
one end of the stick would be obviated, and a 
piece of even strength obtained. 

Of course, in many parts of the world, iron 
beams have largely superseded wooden ones; but 
for a long time to come, wood will hold its own 
in many districts for a variety of reasons. 

To sum up this lesson, then, the first thing 
is the new rule or formula for putting down the 
known particulars. lu doing this the things to 
be remembered are: (1) the factor of safety 
(5 for a dead load, 8 or 10 for a live load); (2) 
the figure for the particular timber used; and 
(3) the fact that a beam carries a distributed 




load just double of what it would carry when 
loaded in the center only. 

To Determine Depth of Beam to Support a 
Given Load. There has just been given the 
method of finding the breadth of a beam when 
the depth was already fixed, the length (span) 
and load being also known. The case worked 
out is only one of numerous instances in which 
the depth of a beam is limited. A very common 
case is that of a floor where a beam has to be 
placed to caiTy a partition above, but is flush 
with the lower edges of the joist below. The 
last foi-mula given will apply to that and all 
similar cases. 

Very often, however, it happens that it is the 
breadth of a beam that is fixed ; and the problem 
then is to find what depth the timber should be 
to carry the load safely. To find this requires, 
of course, merely a slight tm'ning about of the 
formulas laed in the cases dealt with previously, 
and presents no difficulty to anyone at all ac- 
quainted with mathematics. It will be worked 
out, however, in the same manner as the other 
problems, and divested as much as possible of all 
complicated and repellant algebraic signs and 
sj'mbols. The writer's attempts to interest and 
instruct his two craftsmen friends showed that 
it is usually the look of the formulas in books 
that scares the seeker after knowledge who is 
some years away from his schooldays. Also, 
that if these mystifying formulas are properly 
and simply explained, any man with a knowl- 
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edge of the elementary rules of arithmetic can 
make calculations for the size of practically all 
the timbers of the average building. 

As before, certain conditions will be laid 
down, being as follows: 

A beam is to carry an 8-inch wall over an 
opening. The beam is of Southern hard (or 
pitch) pine; the opening is 10 feet wide; tiie 
height of the wall above the beam is 13 feet 6 
inches, giving 90 cubic feet (10 feet by 13 feet 

REMCMBER THE RULE If! 
C^}L€f^GrH^ (6) f,OAO,(c)sR£A0r^, (j^) AfAruac or load, 

Cf) ^OAlTtON ^F LQAOj (fj ^•ttr OF IVOO0 

PUT DOWN.*- 

UCNCTH X LOAO X r ACTOR, OT SATCTY 3QUA/iC 

X yf. BK.CAOTH X rtCURE FOA WOOD D£PTN 

Fig. 168. To Find the Deptb of a Beam 8iii»ported at Both Bndf, 
Bequired for a Given Load Evenly Distiilnited. 

6 inches by 8 inches) — say, 90 cwt. as weight to 
be carried on beam. 

The method of putting down these particu- 
lars is shown in Fig. 168, which will be seen to 
resemble the earlier formulas, although the sev- 
eral factors are differently arranged. Fig. 169, 
A, shows the calculations for our present case, 
which works out in exactly tiie sJe manner a^ 
earlier ones; that is, all the values abovQ the line 
are multipUed together, and divided by the 
product of all the values below the line. 



The only difficulty is in working out the final 
answer, for the result obtained at first will be 
the square of the required depth — that is, the 
depth multiplied by itself. To arrive at the 
exact depth, it is necessary to extract the square 
root of the answer, which means to find what 
number multiplied by itself will give the answer. 
For all ordinary practical purposes of wooden 
beam calculations, however, the exact result is 
not absolutely necessary, and a sufficiently ac- 
curate one can be obtained by inspection of the 
first answer. For instance, in the foregoing 
problem the answer is 5614. Now, the nearest 
squai-e of a whole number to this is 49, the 
square of 7 (7x7:=49); therefore the depth of 
the beam is more than 7. The next squai'e of a 
whole number is 64, the square of 8 (8x8=64); 
and, as that is greater than our answer, evi- 
dently our beam should be somewhere between 
7 and 8 inches deep. As a matter of fact, it 
proves in this case to be exactly 7i/^ inches 
(71/2X71/2^5614); but if the sum had not 
worked out so exactly as that, a result quite good 
enough for practical purposes could have been 
arrived at by the method indicated above — 
namely, by finding the nearest squares of the 
whole nmnbers above and below the answer, and 
allowing a sufficient amoxmt over and above the 
root number of the square below. As in the pre- 
vious articles, the nature and position of the 
load must be considered in any calculations 
made. The factor of safety used is 5, the usual 



for a dead load. That is, one-fifth of the break- 
ing weight is considered to be the amount a 
beam can safely carry when the load is a sta- 
tionary one. 

The position of the load is important, for, as 
shown in the earlier lessons, a beam will carry 
twice as much if the load is evenly distributed 
along it, as it would if the load were in the cen- 
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ter only. The figui-e 2 is therefore placed below 
the line in the present case. The effect of this 
is shown by comparing the result at A with that 
at B, Fig. 169. 

From the several calculations made, it will 
be seen that if two beams or joists are of the 
same length and sectional area, the one of 
greater depth will be the stronger of the two. 
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This can readily be seen by taking as examples 
two joists of the same sectional area, but of dif- 
ferent dimensions. A piece of 12-inch by 2^- 
inch, another 10 inches by 3 inches, have the 
same sectional area (30 square inches) ; but 
their relative strength when placed on edge is 
as 360 to 300. He rule stated covering this, is 
that the strength of a beam is as the square of 
its depth — that is, the depth must be multiplied 
by itself; 12x12x21/2=360, and 10x10x3= 
300, or a proportion of strength between the two 
as 6 is to 5. 

There is, of course, a limitation in the prac- 
tical application of this ; for if a beam be made 
very deep in relation to its breadth, it will buckle 
and twist when loaded. In the case of floor- 
joists, the disproportion of depth to breadth is 
very marked; but their tendency to buckle is 
overcome by strutting, either with solid blocks 
the same depth as the joists cut in between each 
pair, or with herring-bone strutting cut from 
narrow battens. 

Many experiments have been made to find 
the best proportion for the breadth and depth of 
wood beams, and it has been laid down that a 
ratio of 5 to 7 gives the best section. This is a 
useful thing to remember and easily kept in 
mind. 

In concluding our discussion of the strength 
of beams, the writer trusts that some of the 
readers who may have been deterred from going 
into the matter of calculating the strength of 
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materials will be in some measure led to see 
that a formula is only a simple way of putting 
down a rule for some arithmetical process that 
would take a long time to describe in words. 
The strength of beams is a question that is so 
often cropping up that this discussion may 
be directly valuable in showing how to find it 
in any given case ; but the writer also hopes that 
the discussion may lead many readers to take 
up other lines of calculation equally simple and 
useful to the practical man. 




Truss Construction 



The principle of a truss is theoretically a num- 
ber of straight bars joined near their ends by 
flexible joints, and arranged so that all their 
internal stresses are sustained by its members, 
and only the vertical pressures (the weights of 
the truss and its load) are transmitted to its 
abutments. Trusses differ from solid beams 
inasmuch as the weight of the truss and its load 
may be regarded as divided into portions which 
are concentrated at the joints between the mem- 
bers, and which act through the centers of 
gravity of their cross-sections. So placed, the 
stresses caused by them could not act trans- 
versely of the members, as in a beam, causing 
secondary stresses, but must act longitudinally 
of the members, and must be uniformly distrib- 
uted over their entire cross-sectional areas. This 
is the distinguishing feature of all trusses ; while 
in a solid beam, when it bends imder its load or 
its own weight, all the fibers above the neutral 
axis are compressed, and all those below are 
extended, the resulting change of length in each 
fiber being proportional to the distance of the 
fiber fi'om the neutral axis. 

Most of the tiTisses in common use consist 
of two long memljers, called chords, extending 
the entire length of the span, and connected by 
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web members, which are sometimes all inclined 
and sometimes alternately vertical and inclined. 
Inclined web members are called diagonals, such 
web members being known as ties and struts. 
A member sustaining tension is called a rod or 
tie; and one sustaining compression is called a 
strut or post; while one capable of sustaining 
both tension and compression is called a tie 
strut. 

The simplest form of truss consists of a sin- 
gle triangle (Fig. 170). Truss a is in com- 





Fig. 170. Simplest Form of Truss. 

pression in the rafters, and in tension in the 
chord or tie-rod; and truss b is iq compression 
in the chord, and in tension in the tie-rods — ^the 
reverse of a. This, of course, is in common use 
for roofs of small span, as in dwellings, and, in 
practice, is loaded along the rafter, and not 
alone at the apex as in a; but in calculating 
the stresses in the members, we commonly first 
assume that the loads are concentrated at the 
intersection of the truss members, and the effect 
of actual distribution along the members is then 
determined, separately treating the members as 
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beams. Other iDore elaborate and complicated 
trnaees are all buQt up on this principle of the 
simple triangle. 

Bnnpla Boof TiiiBHfw A simple structure 
which is sometimes mismiderstood is a common 
Idiig-post roof tnas, sudi as is shown at A in 
Fig. 171. 

If two rafters are placed as at 3, they will, 
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Tig. 171. Simple Boof TrmwOTL 



of course, tend to spread at the bottom and push 
the walls apart. This is prevented by a wooden 
tie-beam, as at C, or by an iron tie-rod, as at 
D. But after a certain span has been exceeded, 
the tie-beam commences to sag and has to be 
supported either by a king-post or by a bolt 
from the apex of the rafters, as at A and E. 
The writer has found many carpenters with 



the impression that the king-poat rests on the 
tie-beam to support the ridge; but a little reflec- 
tion and a study of these diagrams should con- 
vince even the beginner in roof framing of the 
fallacy of that view. As a matter of fact, both 
the tie-beam and king-post are in tension; that 
is, they ai-e being pulled, and their work can 
be, and often is, done equally well with a 
wrought-iron rod. 

But, as the span becomes so great as to neces- 
sitate the support of the tie-beam from above, 
the rafters will also become so long as to tend 
to sag in the center, and they in turn must be 
supported. This is done by struts from the 
foot of the king-post or rod, as at F. It is clear 
that these struts are in compression, and that 
they must be of wood or some other stiff 
material, such as angle or T-iron, in the ease of 
an ii'on roof or other roof of heavy construction. 

There are thus two kinds of stresses in such 
a truss, the tie-beam and king-post being pulled, 
or in tension; and the struts and rafters being 
pressed, or in compression. For the former, a 
flexible material, such as a wrought-iron rod, is 
suitable; but for the latter, a stiff and unyield- 
ing material must be employed, so as to resist 
the tendency to buckle or bend under the weight 
of the roof. 

Light Trusses for Broad Span. Two light 
timber trusses designed for broad span are 
shown in detail in Pigs. 172 and 173. They are 
suitable to support the roof of a ball or rink. 
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They are designed for a spau about 65 feet wide, 

and are intended to carry nothing but the roof. 

The top and bottom chords, Fig. 172, wiU 




Fig. 172. StrODS. Onned 



have to be built up segmerital. Use Y^^ by 4- 
ineh iron jib strap on bolts, so as to catch all 
the timbers. Braces and coxmters can be 
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Pig. 173. Cbeap B«of TruBB for Broa4 SpaiL 

dressed, and chord left rough and boxed after- 
ward. Have all rods fitted mth tumbuckle in 
the center, as the end will not be exposed. Have 
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iBion on all rods as near the same as possible. 
Kake first panel point Vg inch closer than radial 
lines shown, which will make the next one 14, 
and next %, and so on, to allow for compression 
in the top chord. Brace bottom transversely to 
prevent warping. 

If it is not desired to have finished appear- 
ance, a cheaper truss for the same use may be 
made as shown in Fig. 173. 




Tig. 171. Obeap PlaDk-Frained Tnus. 



Plank- Framed Truss. A plank-framed truss 
is very popular where a cheap ti-uss is wanted 
to support a roof of say 40-foot span, as for a 
hall. Fig. 174 shows a well-designed built-up 
truss of satisfactory and at the same time 
cheap construction, for such a purpose. The 
wind and snow load ou a roof of this kind is a 
factor that has to be considered. Such tnisses 
will prove amply safe for a 40-foot span. They 



should be set m 16-foot bents. The espensi^'e 
large-dimension timbers are not used, the differ- 
ent members being built up of 2 by 10 and 2 by 
12-inch pieces, spiked together to break joints 
as specified on the dj'awing. 

Light Truss for 100-Foot Span. In design- 
ing trusses of wide span such as those used to 
support temporary roofs of light construction, 
the same principle of triangulation is carried 
out as for very small trusses. Carpentei-s some- 
times overlook this: and, in their amazement 




Fix. 176. Llgbt Truss for 100-Foot Spaa. 



at the width of span, trying to ari-ange framing 
adequate to the task, lay out a series of mem- 
bers not a truss at all, but a number of quadri- 
lateral panels which offer little resistance to 
change of fonn, and which woidd easily be 
racked by an extra force acting on one side, 
such as a gale of wind. 
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Fig. 175 shows a good form for a long-span 
ti'UHs. For the bottom chord (tie-beam), two 
pieces of 9-iiich by 4-iiich, at least, will be ueees- 
saiy. The splicing of the pieces to obtain length 
enough for the span will reduce the sectional 
area considerably, and must be allowed for. The 
system of tension rods and struts must be car- 
ried out carefully as to joints. The blades or 
rafters (top chords) should be of two pieces of 
8-inch by 3-inch, blocked and bolted together 
at frequent intervals. The sizes of the other 
members ai'e shown in the diagram. It is very 
much better to use iron rotls for all the tension 
members as shown. If wood is used, straps and 
bolts at top and bottom of each member will 
be required, to hold up the weight of tie-beam 
and thrust of strut. If the rods are upset at the 
ends, and a plus thread cut upon them, slightly 
smaller iron can be used. 

It is usual to allow on trusses of this descrip- 
tion a camber of half an inch for every ten feet 
of span. Five inclies may seem a lot for this 
truss, but is none too much when the number 
of joints is considered. 

A Lattice Truss. A cheap truss for broad 
spans is the lattice tniss» built up out of light 
timbers which can be bad in any hunber yard. 
It is easily constructed. Fig. 176 shows such 
a truss of 60-foot span. No unsightly rods are 
required to keep the side walls from spreading, 
since in this form of truss, the truss itself acta 
as a tie. and, when properly anchored, there can 
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be no tendency to crowd the walls out. Six 
trusses, exclusive of the ends, will be sufficient 
for a building 80 feet long, which would call for 
a spacing a little less than 12 feet from centers. 
The covering for this form of roof may be of 
almost any of the roofing materials, aside from 
the gravel-coated, as the inclines at the sides 
are too steep to stand for any great length of 
time the wind and wash that the gravel roof 
would be subjected to. 

Trusses for Flat Boof . A carpenter recently 
had a tj-pical flat-roof store building to erect. 




Fig. 176. Otieap lattice Tnas. 

It was to be 44 feet wide and 100 feet long, the 
roof to slope fi'om fi'ont to rear and to be cov- 
ered with gravel roofing. The building was two 
stories high, one room on each floor. The fol- 
lowing advice was asked: "How would you 
frame roof without having columns under 
second-story ceiling? Second floor is to be used 
for skating rink. How would j'ou deaden floorf 
Joists are to be 2 by 12-inch hard pine." 

The best way to carry such a roof is by a 
series of trusses, as shown in Fig. 177. The 
heights of these trusses vary according to their 



position, a fall of 1 inch to the foot being allowed 
for the slope of the roof. The truss shown in 
elevation in Fig. 178 is the lowest of the series; 
but the rest would be similar in all respects. 

It is difBcult to deaden a floor effectively 
when used for such a noisy purpose as roller 




Fig. 177. How to Sapport a Flat Boof. 



skating; but we advise a double deadening as 
most likely to fill the bill. One method, shown 
in Fig. 179, consists in nailing strips near the 
lower edges of joists to support short lengths of 
boards, upon which is laid a rough mortar either 
of sand and Ume, ashes and lime, or sawdust 




Fig. 17B. TnisB for Flat Boof. 



and lime. Or one of the special patent composi- 
tions, such as slag wool, made for the purpose, 
might be used. 

The second deadening is applied between the 
rough floor and the hardwood upper flooring, 
and consists of heavy deadening felt made for 
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the purpose. In the case of a rink, the felt 
should be laid on the rough floor; then strips 
of 1 by 2-inch stuff lai d flat, 12 inches apai-t ; and 
then the hardwood floor laid to form the skating 
surface. 

To Strengthen a Truss. Occasionally, from 
one cause or another, trusses weaken and sag. 
It is then necessary to brace or strengthen them 
in some way. Fig. 180 is a sketch of a truss 
which settled about Ave inches. The truss is in 

Doubte cfeadenecf f'loor 




Tig. 179. Uethod of Deadening Floor for Blnk. 



a theater above the gallery, and is used to su; 
port same. 

The trouble with this truss is probably in 
the spacing of braces at top and bottom, and 
changing them would be impracticable. To 
make it perfectly safe, it would do to jack it up in 
center until it has sufficient camber, and then 
reinforce the bottom chord with a couple of 2 
by 12-inch planks, one bolted on each side, and 
put a 114-iiich truss-rod on each side, as shown 
in sketch, with turubuckle. If ends of rods are 
not upset, to depth of thread, use heavier ones. 
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BO that the diameter at bottom of thread will be 
not less than I14 inches. This will restdt in a 
change of length of braces, and they should be 
replaced. As the middle vertical rod can-ies no 
part of the load of the truss proper, it is not 
necessary to have nut and washer under bottom 
chord; and the rod may pass on down through 
the gallery. Theoretically the rod serves only 
to prevent deflection in the two unloaded middle 
chord panels under their own weight, but in 
practice it is usually employed for convenience. 
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Fig. 160. StrengtbenliiE a Truss with BodK. 

Top chord should be reinforced with a 2 by 10 
spiked on flat, between angle washers. See that 
foot of end brace is held rigidly in place. 

To Camber a Truss. Fig. 181 is a truss, 
specification for which says "frame it so it will 
have 2-inch camber when tightened up." Now, 
the question is, how to get the projier location of 
the holes for the rods, also the lengths of each 
stick of timber. 

The method of eamberiaig such a truss in- 
volves some knowledge of mathematics and 
drawing. Nearly all engineers are now in the 
habit of making the necessary calculations and 
figuring the exact lengths of the braces upon 



the drawings befor<' they are sent out. ' 
proper angle of the cast-iron shoes is also 
worked out, and a full-sized drawing of each 
easting is made in the drafting room. 

lu theory, when sueh a truss is cambered, 
the upper chord becomes longer than the bot- 
tom, The panels will thus be out of square and 
the braces slightly longer in consequence. A 
rule for finding the increase of length has been 




Fig. 181. Simple Wood TnuB to be Cambered Two Inches. 



worked out and is iis follows: To find increase 
in length of upper chord, put down : 

Depth of tnisBxCflinberxS 
Span ' 

(all in feet or inches). Applying this rule to 
the problem at hand, we have: 

7 ft.xl.6 ft.x 



^aVft- "I" ^i inches. 

The figure 8 in the formula is a constant, and 
is used in all cases. 

The increase found by working this very 
simple calculation, is divided amongst the 
panels. If your dra-wings have not been figured 
for camber, you Avill require to make a full- 
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sized drawing of one panel of the truss upon a 
board platform or convenient floor. The draw- 
ing should show the panel as much wider at the 
top as your calculations will direct, and the 
braces can then be cut to length and bevel on 
your drawing. Of course, the upper chord is 
not actually lengthened 2% inches, all that is 
necessary being to cut your braces to fit the 
fuU-sized drawing of the distorted panel. In 
t h's case the distortion (out of square) is very 
small, as the truss is shallow. It may be taken 
as one-half inch for each panel; and the braces 
may be made five-eighths or three-quarters of 
an inch longer than they would be if panel were 
square. 

This applies, of course, not to all cases, but 
only to the case of a simple wooden truss. It 
must be noted that in steel trusses, where the 
braces abut against machined surfaces, very 
exact calculations are necessary for finding the 
lengths of braces, and angles of bearing sur- 
faces. In large wooden trusses, great care is 
also taken in this respect, although it is easier 
to adjust the length and cuts of the braces in 
this material. 

The positions of bolts are obtained by 
spacing evenly, as shown, and should present no 
difficulty. 

Trussed Partitions. In a four-story build- 
ing, ground plan 42 by 72 feet, the first floor 
was to be one large room without posts. Two 
trusses on the second floor, each in a partition 



running across the building, were desired. The 
ceiling on the second floor was ten feet. The 
diagrams, Fig. 182, show two trussed partitions, 
42 feet by 10 feet, with the doors arranged as 
desired. The studding is omitted for the sake 
of clearness, but would be cut in between the 
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ties and braces and spiked to them at proper dis- 
tances apart. 

If these trussed partitions were calculated 
to carry simply their own weight, the dimen- 
sions of the framing would be as follows: Bot- 
tom member, 10 inches by 5 inches; inter-tie and 
top member, 8 inches hy 5 inches; long struts, 
4 inches by 5 inches; upright members, 4 inches 
by 5 inches; tension rods, l^^-inch iron; other 
bolts, % inch. 
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